DECEMBER 30th, 1932. 


This Supplement appears in “THE ELECTRICAL 
REVIEW” four times each year, viz: the last 
week in each quarter. Trade names are inserted 
in the four issues of each year for an inclusive 
charge of £1 per annum, which admits of three 
descriptions following the trade name. 


If more than ten names are inserted, the charge is 
£1 for each trade name up to ten, further names 
beyond the ten being charged at 5/- per trade 


name for the four issues. 


WRITE FOR ORDER FORM AT ONCE TO 
ENSURE INCLUSION IN THE NEXT ISSUE 


+ LUDGATE HILL, LONDON, E.c.4. 


Telegraphic Address: Telephone No, : 
s #“AGEEKAY, CENT., LONDON.” Code, ABC. Central 5871 (Five Lines). 
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[“‘ The Electrical Review” Trade Names Supplement, December 30th, 1932, 


“ELECTRICAL REVIEW ” 
TRADE NAMES SUPPLEMENT. 


THE 


Name AND DescrIPTION. 


MANUFACTURED BY OR OBTAINABLE FROM 
| 
| 


ABBOTT BRAND 
Varnished insulating cloths and tapes in silk | 
and cambric, pressphan, leatheroid, etc. 


ACCIDENT PROOF .. 
Automatic electric safety kettles. 


. | The Edison Swan Electric Co., Ltd., 


Enclosing fittings. 
Portable electric drills. 


A.C.E.C. 
Cables, electrical meadhinery, transformers. 


ACME 
Automatic time switches, Goliath ud 
screw holders for gas-filled lamps. 


ACME 
Motor starting switches. 


Primary cells, 
ADAPTABLE... 
Earthing clip. 


ADJUSTABLE . 
Adaptor (two pin to B.C. ). 


ADNIL 


Prese-button switches of 


AEROFLEX 
High rupturing ‘capacity fuses and dutta 
tion boards. 


AEROTO .. 


Patent screw fans. 


AJAX-NORTHR 
Electric furnace, high frequency, induction 
type for steel, nickel alloys, platinum, ete. 


AJAX-WYATT . 
Electric furnace, induction type, for brass, 
nickel-silver and other copper alloys. 


AKROS 
Circular ‘shock-proof non- kinking ‘flexible 
conductor for portable appliances and 
pendants. 


ALTON 
Storage batteries. 


ANCAHEVI 


Special compound dielectric for mains cables. 
Compound dielectric for cables for railway 
signalling work and other special conditions. 


ANCHOR .. 
Black adhesive tape. 


ebolite.” 


CHORA 
Poles (wood) for transmission. 


. | Callender’s Cable & Construction Co., Ltd., Hamilton House, 


Unkinkable flexible for domestic appliances. 
ANTI-SULPHURIC 


Enamel. 
Ironcled switch and fusegear. 
A 
Lamps (opal). 
ARLITA.. 
Lamps (pearl). 


ARMACELL : 
Insulating vernish. 


| Abbott, Anderson & Abbott, Ltd., Heathfield Works, Harpenden, Herts. 


. Premier Electric Heaters, Ltd., Keeley St. and St. Andrew's Rd., Birmingham. 


155, Charing Cross Rd., W.C.2. 
Nelco, Ltd., 15, Caroline St., W.C.1. 
A.C.E.C., 56, Victoria St., London, S.W.1. 


The “ Acme” 


Herts. 


Lighting & Engineering Co., 48, Waverley Rd., St. Albans, 


Acme Electrical Mfg. Co., Tariff Rd., N.17. 

Le Carbone, Ltd., Coventry House, South Place, E.C.2. 

Hann & Ingle, 13, Albert Place, Bridge St., Manchester. 

A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 

S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, Vernon St.. 
Longsight, Manchester. 


Davidson & Co., Ltd., Sirocco Engg. Works, Belfast, Northern Ireland. 
17. Victoria St., 


Electric Furnace Co., Ltd., S.W.1. 


Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 


Ward & Goldstone, Ltd., Pendleton, Manchester. 


The Alton Battery Co., Ltd., Alton, Hants. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 
| Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 


Embankment, E.C.4. 


Victo rie 


Callender’s Cable & Construction Co., Ltd., Hamilton House, 
Embankment, E.C.4. 


‘ | Armstrong, Addison & Co., 17, North Bridge St., Sunderland. 


Victoria 
Embankment, E.C.4. 

Griffiths Bros. & Co., London, Ltd., Macks Rd., S.E.16. 

Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 


.. | Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 


Griffiths Bros. & Co., London, Ltd., Macks Rd., S.E.16. 
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MANUFACTURED BY OR OBTAINABLE FROM 


ARON 


taximeters, etc. 


ing apparatus, electrical tubular heaters. 


ARROW 
Switchgear, wiring devices. 


ARTIC 


. Herts. electro-velocity circle-glow electric fires, | 
anti-vibration electric light fittings. 

irmingham. Single, two- and three-phase a.c. motors and 
generators, direct current motors and 
dynamos, transformers. 


Bakelite mouldings of every description. 


ASTON 


mercial and marine use. 


A.T.M. IN CIRCLE 


Albans, 


ment. 


AUSTINLITE 


AUTOCAR.. 


electrical equipment service. 


AUTO-ELECTRIC 
Electrically propelled ‘cars, trucks, invalid 
carriages. 


AUTOLITE 


ise Passage, 


motor vehicles. 


AVOMETER 


Electrical measuring in instrument. 
Accumulator acid, distilled water, zinc 
chloride. 
BAKELAQUE 


Insulating material. 


Vernon St.. 


reland. 


Moulding materials, laminated sheets, var- 
nishes, etc. 
BAKELITE... 
Synthetic resins, ‘coment, silent gear material, 
etc. 


BAKELITE... 
Insulating varnish. 


Mouldings and insulating material. 


se, Victoria 


Mouldings and insulating materials. 


se, Victoria Bakelite mouldings and insulating materials. 


BAKELITE. . 
Mouldings and insulating materials. 


se, Victoria 


Varnish-paper boards, tubes, cylinders, etc. 


BALLSOK . 
Admiralty pattern insulating beads. 


BANTAM . 


Circuit breakers ond starters, ; 


BARWICK .. 
A.C. and D.C. starters and regulators. 


se, Victoria 


BA 


TTERSEA... 
Carbon brushes, 
BATWIN 


Small motors, repulsion induction type, AC. 
and D.C., and sign flashing apparatus. 


BEANCO .. 
Lampholders, dry cells and switches. 


B.E.C. 
Motors, starting gear, controllers. 


Electric fires, electric kettles, electrical cook. | 


. 


Telephone, telegraph, and signalling equip- | 


| Aron Electricity Meter, Ltd., 80, Salusbury Rd., Kilburn, N.W.6. 


Electricity meters, kVA and kW M. D.L' s, | 


Arora Co., 66, Rosebery St., Loughborough, Leicestershire. 


Arrow Electric Switches, Ltd., 79, Gt. Queen St., Kingsway, W.C.2. 


. | Artic Fuse & Electrical Mnfg. Co., Ltd., Birtley, Co. Durham. 


Pressure contact self-aligning fuse ear, | 


. | Asea Electric, Ltd., 5, Chancery Lane, W.C.2. 


H. E. Ashdown (Birmingham), Ltd., Perry Barr, Birmingham. 


. | Veritys, Ltd., Plume Works, Aston, Birmingham. 


Motors, dynamos, and ‘switchgear for com- | 


. | Automatic Electric Co., Ltd. (formerly Automatic Telephone Mfg. Co., Ltd.), 
Strowger Works, Milton Rd., Edge Lane, Liverpool. 


| Austinlite, Ltd., Lighthouse Works, Smethwick, Birmingham. 


Automatic generating end pumping gear, etc. | 


| Autocar Electrical Equipment Co., Ltd., 32-4, Albert Embankment S.E.11. 


Growlers, puller presses, etc., for automobile 


Nelco, Ltd., 15, Caroline St., W.C.1. 


Autocar Electrical Equipment Co., Ltd., 32-4, Albert Embankment, S.E.11. 


Starting, lighting and i ignition ‘equipment for 


The Automatic Coil Winder & Electrical Equipment Co., Ltd., Winder 
House, Douglas St., S.W.1. 


F. W. Berk & Co., Ltd., 106, Fenchurch St., E.C.3. 


Attwater & Sons, Hopwood St. Mills, Preston. 


Bakelite, Ltd., 68, Victoria St., S.W.1. 


Bakelite, Ltd., 68, Victoria St. S.W.1. 


Attwater & Sons, Hopwood St. Mills, Preston. 

The General Electric Co., Ltd. Magnet House, Kingsway, London, W.C.2. 

The Brownie Wireless Co. of oe Britain, Ltd., Nelson St. Works, 
Mornington Crescent, N. 

Insulators, Ltd., Excelsior Works, Rollins St., Canterbury Rd., 
S.E.15. 

Thomas de la Rue & Co., Ltd., Shernhall St., Walthamstow, E.17. 

The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 

Lionel Robinson & Co., 3, Staple Inn, W.C.1. 

George Ellison, Ltd., Perry Barr, Birmingham. 

Donovan & Co., 46-7, Gt. Charles St., Birmingham. 

Morgan Crucible Co., Ltd., Battersea Works, Church Rd., S.W.11. 


Power Contracts (Batwin), Ltd., 138, Southwark St., S.E.1. 


Baxendale & Co., Ltd., Miller St., Manchester. 


British Electric Co., 25-29, Lower Rd., Rotherhithe, S.E.16. 
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Name AND DescrIPTION. 


MANUFACTURED BY OR OBTAINABLE FROM 


BEDAL 


Electric hair dryers, irons and kettles 


Bakelite interchangeable strip lighting holders 
—no tools, screws, or cutting required, cable 
connectors for all models. 


‘ oc Domestic Appliances, Ltd., 3, Hanover Court, Moor Lane. 


The “ Beeantee ” Illuminations, Ltd., 70, Banner St., London, E.C.1. 


British Electric Lamps, Ltd., Spencer Hill Rd., SW.19. 


Gas-filled lamps, decorative “lamps, 


lamps. 
BELLEROID 


Insulators. 


Electric fires, cookers and water heaters. 


B.E.M. 

Motors. 
Spray-paint plant and equipment, air com- 
pressors, flex-shaft sanding and _ polishing 
machines. 


BERCO.. 
Vitreous enamelled resistance units, edjust- 
able resistances, accumulator charging re- 
sistances. 


BERRY 


Transformers. 


Bakelite bell ‘transformers, ‘coiling roses, 
electrical accessories. 


Condensers for telephone, telegraph and 
power factor improvement, 


Cords (telephone and switchboard). 
Wiring systems. 
Rubber-insulated cables. 
BI. .. 
Box compounds. 
Feeder pillars. 
Joint boxes. 
BI. 


Overhead equipment "for electric ‘railways 
and tramways. 


Paper insulated cables. 
BI. 


Cotton-covered wires. 


BIJOU 


Small dial amometers and voltmeters. 


BIMETAL . 


Non-oxidising, 1 non-arcing fuse wire. 


BI-MULTI1 .. 
Street lighting reflectors. 
Automatic “ Super-Smoothwell * irons. 
BIRLEC 


Electric resistance Sarunens for all heat treat- | 


ment processes, low-temperature melting, etc. | 


B.K.B. 
Electric motors ‘for AC. and D.C. rotary | 
alternators and convertors. 


CKFRIARS .. 
Black adhesive tape. 


BLACKLEY 
Tape. 


BLACO. 
Screwed and grip conduit-j 


BLAIZOLITE 
Adjustable patent projector ies” 


Insulated ‘staples. 


Barrett & Elers, Ltd., Dace Rd., E.3. 


Belling & Co., Bridge Works, Enfield, London, N. 


Britain's Electric Motor Co., formerly Langdon-Davies Elec. Motor Co. 


Eastdown Works, Dermody Rd., Lewisham, S.E.13. 
B.E.N. Patents, Ltd., 92, Tottenham Court Rd., W.1. 


The British Electric Resistance Co., Ltd., Ohmic Works, Queensway, Ponders 


End, Middlesex. 


British Electric Transformer Co., Ltd., Hayes, Middlesex. 


British General Mnfg. Co., Ltd., Brockley Works, Brockley, S.E.4. 


| British Insulated Cables, Ltd., Prescot, Lancs. 


. | British Insulated Cables, Ltd., Prescot, Lancs. 
| Beitish Insulated Cables, Led., Prescot, Lancs. 


. | British Insulated Cables, Ltd., Prescot, Lancs. 


| British Insulated Cables, Ltd., Prescot, Lancs. 


. | British Insulated Cables, Ltd., Prescot, Lancs. 
. | British Insulated Cables, Ltd., Prescot, Lanes. 


7" | British Insulated Cables, Ltd., Prescot, Lancs. 


| 
| British Insulated Cables, Ltd., Prescot, Lancs. 


| 
. | British Insulated Cables, Ltd., Prescot, Lancs. 
Nalder Bros, & Thompson, Ltd., Lane Works, 97a, Dalston Lane, Dalston. E.8. 


Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, Vernon St., 


Longsight, Manchester. 
Electric Street Lighting Apparatus Co., The Foundry, Canterbury. 


Premier Electric Heaters, Ltd., Keeley St. and St. Andrew's Rd., Birmingham. 


| Birmingham Electric Furnaces, Ltd., Birlec Works, Tyburn Rd., Erdington, 


Birmingham. 


| B.K.B. Electric Motors, Ltd., 200, High Holborn, W.C.1. 


Spicers, Ltd., 19, New Bridge St., London, E.C.4 
Connolly's (Blackley), Ltd., Blackley, Manchester. 
F. C. Blackwell & Co., Ltd., Great Crosby, Liverpool. 


Norrington & Landon, Ltd., 33, Brazennose St., Manchester. 


Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Ironmonger Row, E.C.1. 
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BLUE LABEL 
Dry cell. 


BOLTON 
H.C. Copper and alloys for electrical en- 


gineering purposes. 


Special bonded wiring system and fittings. 
BOREAS 


Air “compressors, vacuum pumps, pneumatic 
equipment. 


1.C. switches and distribution boards. 


Exhaust and volume electric fans. 
Stationary lead and alkaline accumulators | 
for all purposes. 
Electrical accessories. 
BRITTAIN 
Motors. 


BROADBENT 


Automatic clutch pulley. 


BRUCE 
Street lighting lantern. 


BRUSH 


Tramcears, tramcar trucks, motor-bus bodies. 


BRUSH .. 
Transformers, motors and generators, liquid 
starters. 


BRUSH-LJUNGSTROM 


Steam turbo-generators. 


B.T.H. 
Electrical: equipment. 


BULL 
Motors and dynamos. 


BUSTLER . 


Electric vacuum n cleaner. 


BUSY BEE 
Refrigerator. 


BUSY BEE 


Vacuum cleaner. 


CABLEGRIP 
Cable boxes. 


CAB-TYRE 


Electric cables. 


CAB 


Electrical cables. 


CAB 


Cab-tyre sheathed cables and wires. 


CADURO . 
Cadmium copper wire for trolley and trans- 
mission purposes. 


CALDERS 
Creosoted electric light poles, 


CALLENDER 
Feeder and transformer pillars, joint box 
compounds, disconnecting joint boxes. 


CALLENDER .. 
Electric cables of all types. 


CAMBRIDGE 


Instruments. 


CANVARY 
Automatic electric water heater. 


CARRON .. 
Fires, domestic and heavy cooking appliances, | 
irons, etc, 


Cab-tyre sheathed wires and cables of all types. 


. | Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. 


Thomas Bolton & Sons, Ltd., Mersey Copper Works, Widnes, Lancs. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


Lacy-Hulbert & Co., Ltd., Boreas Works, Beddington, Croydon. 


S. Bill & Co., Ltd.. Queen's Rd., Aston, Birmingham. 
The London Fan & Motor Co., Ltd., 8, Charlotte St., London, W.1. 


Britannia Batteries Ltd., Britannia House, 233, Shaftesbury Avenue, 
London, W.C.2. 


C. H. Parsons, Ltd., Britannia Works, Tyseley, Birmingham. 

Brittain’s Electric Motor Co., formerly Elec. Motor Co., 
Eastdown Works, Dermody Rd., Lewisham, S.E.13 

Thos. Broadbent & Sons, Ltd., Huddersfield. 

The Wardle Engg. Co., Ltd., Elsinore Rd., Old Trafford, Manchester. 


The Brush Electrical Engineering Co., Ltd., Falcon Works, Loughborough. 


The Brush Electrical Engineering Co., Ltd., Falcon Works, Loughborough. 


The Brush Electrical Engineering Co., Ltd., Falcon Works, Loughborough. 


. | British Thomson-Houston Co., Ltd., Rugby. 


Bull Motors, Ltd., Ipswich, England. 


Electric Domestic Appliance Company, Kingstanding Rd., Perry Barr, 
Birmingham. 


. | Drake & Gorham Wholesale, Ltd., 77, Long Acre, W.C.2. 


| Drake & Gorham Wholesale, Ltd., 77, Long Acre, W.C.2. 

W. T. Henley's Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 

Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 

W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 


Richard Johnson & Nephew, Ltd., Bradford Iron Works, Manchester. 


Calders, Ltd., 29-31, Regent St., S.W.1. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 
Cambridge Instrument Co., Ltd., 45, Grosvenor Place, S.W.1. 


Berry's Electric, Ltd., 85-6, Newman St., W.1. 


| Carron Company, Carron, Falkirk. 
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CECIL -. Mansell & Ogan, Ltd., Cecil Works, Power Rd., Gunnersbury, W.4. 
Resistances, dimmers for theatres and ci cinemas, | 
battery charging apparatus. 
CELEC. Curtis Mfg. Co., Ltd., Conduit Place, W.2. 
Sliding resistances, dimenere, cinema  resist- 
ances, and charging boards. 
Asea Electric, Ltd., 5, Chancery Lane, W.C.2. 
Single-phase repulsion induction motors, two- 
and three-phase automatic start motors, 
fractional h.p. split phase motors. 
Elliott Bros. (London), Ltd., Century Works, Lewisham, S.E.13. 


D.c. volt-ammeter test set. 


.. .. Chamberlain & Hookham, Ltd., Solar Works, New Bartholomew 5t. 
Electricity meters and iristrument  trans- Birmingham. 
formers. | 

CH . ‘ .. | Igranic Electric Co., Ltd., 149, Queen Victoria St., E.C.4. 


Hand-operated and self-acting electric motor 
controlling apparatus. 


CHANGE COIL. a .. , Record Electrical Co., Ltd., Broadheath, Altrincham, Cheshire. 
Multi-range electrical testing eat. 

CHROMALOX .. .. | Geo. Bray & Co., Ltd., Leeds. 
Electric heating units. 


Record Electrical Co., Ltd., Broadheath, Altrincham, Cheshire. 
Electrical measuring instruments. 
CITY .. City Electrical Co., 1, Emerald St., W.C.1. 
Motors, a.c. and d.c. 
‘ONE Automatic Telephone Mfg. Co., Ltd., Milton Rd., Edge Lane, Liverpool. 
Loudspeakers and headphones. | 
..  Dacier, Ltd., 8-12, Wagner St.. Old Kent Rd., S.E.15. 
Arc-proof asbestos sheets and mouldings. 
~ Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Ironmonger Row, E.C.|. 


Insulating tape. 

COLUMBUS : Elkay Electrical Manufacturing Co., Ltd., 4, Southampton Row, W.C.1. 
Automatic time-lag switches for staircase 
lighting, etc. 

CONDENSACONE .. Alan Wright, Ltd., 117, Victoria St., S.W.1. 
Electric water heaters. 

CONSTELLARAY .. Central Electrical Engineers’ Assoc. Supply, Ltd., 193, Bethnal Green 
Floodlight fittings. Rd., E.2. 

COOLEX .. .. United Electric Co. (B'ham), Ltd., Coolex Works, Penn St., Birmingham. 
Switch and fuse boards. 

CORNWALL .- Donovan & Co., 46-7, Gt. Charles St., Birmingham. 
Fan regulator and dimming switches. 

COSMOS .. .. Metropolitan-Vickers Electrical Co., Ltd., Trafford Park, Manchester. 
Lamps. 

COSYGLO .. Automatic Electric Co., Ltd. (formerly Automatic Telephone Mfg. Co., Ltd.), 
Imitation coal fires. Strowger Works, Milton Rd., Edge Lane, Liverpool. 


Premier Electric Heaters, Ltd., St. Andrew's Rd., Birmingham. 
Electric fires. 


CRABTREE (Regd.) .. .. J. A.Crabtree & Co., Ltd., Lincoln Works, Walsall. 
Switches, accessories and switchgear. 
CRACORE W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Twin and three-core solid bitumen cables, ob- 
tyre sheathed trailing cables. 


CRANCO . .. The Fredk. Crane Chemical Co., Ltd., Bordesley Green, Birmingham. 
Enamels, lacquers and spray equipment. 
CRESSALL ; ; .. Cressall Mfg. Co., Eclipse Works, 31 & 32, Tower St., Birmingham. 


Resistance nets, regulators, sliding resistances, 
steel-iacketed unit heaters. 


CROMPTON Crompton Parkinson, Ltd., Bush House, Aldwych, W.C.2. 
Electric lamps for domestic and industrial 
lighting. 
CROYDON. . | The Croydon Engg. Co., Ltd., 80, Gloucester Rd., Croydon. 
High-grade fractional h. p. electric motors, | 
CRYPTO .. | Lancashire Dynamo & Crypto, Ltd., Acton Lane, Willesden, London, N.W.!0. 


Generators ond motors ond d.c. 
constant potential equipments, valve rectifier 
chargers, cinema arc sets, etc. 


CRYSELCO ..  Cryselco, Ltd., Kempston Works, Bedford. 
Electric lamps. 

C.T.S. .. W.T. Henley's Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Electrical cables. 

CTS. r- W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Cab-tyre sheathed wires and trailing cables 
of all types. 
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Cab-tyre sheathed wires and cables. 


Cab-tyre sheathed cables and wires. 
CUMULUS 


Electric water heaters. 


Float switches, water level recorders, door 
latches. 


Metal-sheathed surface wiring system. 


DAMARDA 
Lacquer. 


DAMPER .. 
Factory fuses. 


DAVENSET 
Commercial accumulator charging plants for 
A.C. Mains, static rectifiers, mains trans- 
formers, and power smoothing chokes. 


DECO 
Patent limit switches, cable recling drums, ond 
special control devices for handling plants. 


DE LAVAL 
Centrifugal oil purifiers, non-aerating cil 
purifiers, high-voltage oil-testing sets. 


Fuses, distribution boards and switchgear of 
all kinds. 


DIAMOND H. .. 
Reciprocating heater switches, rotary ‘switches, 
all types, temperature control apparatus. 


DIATRINE 
Diatrine paper-insulated cable. 


Loud - speaking intercommunicating and 
automatic telephone. 

DOLPHIN . 

Electric cookers, fires ‘ead ‘other domestic 
electric appliances. 


DOMINO .. 
Flat two-pin and two- pin “earth ” extension 
connectors. 


DONLOK .. 
Ironclad switches and owitch 
wall sockets and plugs. 


DOU 


Automatic coil winder. 


DOWSING’S 
Electric heating and medical appliances. 


DRAGOR . 


High and low tension swi witchgear. 


DRAKA... 
Cables. 


Switchboards, switch, and fuse gear. 


DUBILIER 


Power factor correction condensers, furnace 


condensers, mica and paper dielectric con- 
densers for radio receiving and transmitting 
apparatus. 


Metallised resistances, wire-wound resist- 
ances, anti-interference devices. 


DUCO 
Cleaner, i iron, floodlights. 


DUDLO.. 
Enamelled wire. 
All insulated fuseboards. 
D 


DUGDILL’S 
Movable, focusing, celf-custaining “electric 
lighting fittings. 


Control of pendulums in existing turret clocks. | 


Callender's Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 
Siemens Bros. & Co., Ltd., Woolwich, S.E.18. 


Nathan & Allen, Ltd., 131, Victoria St., London, S.W.1. 


Cox Walkers, North Eastern Electric Works, Darlington. 


The Union Cable Co., Ltd., Dagenham Dock, Essex. 
Bakelite, Ltd., 68, Victoria St., S.W.1. 
Dorman & Smith, Ltd., Ordsal Electrical Works, Salford, Manchester. 


Partridge, Wilson & Co., Davenset Works, Evington Valley Rd., Leicester. 


Dalyte Electrical Co., Deco Engg. Works, West Row, N. Kensington, W.10. 
Alfa-Laval Co., Ltd., 34, Millbank, London, $.W.1. 

G. P. Dennis, Ltd., 66, South John St., Liverpool. 

Hart Manufacturing Co., Gunnersbury Avenue. Chiswick, W.4. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Dictograph Telephones, Ltd., Abbey House, Westminster, S.W.1. 


Domestic Electrification, Ltd., Townsend House, Greycoat Place, 
Westminster, S.W.1. 


A. P. Lundberg & Sons, Ltd., Pioneer Elecl. Works, Paradise Passage, 
Sheringham Rd., N.7. 


Donovan & Co., 46-7, Gt. Charles St., Birmingham. 


The Automatic Coil ts ah & Electrical Equipment Co., Ltd., Winder 
House, Douglas St., S. 


sm Radiant Heat Co,!Led, Bollo Lane, Acton, W.3, and 91-93, Baker 
Drake ‘ Gorham, Ltd., Standard Rd., North Acton, N.W.10. 

Electric Cables, Ltd., 25, Old St., E.C.1. 

Dorman & Smith, Ltd., Ordsal Electrical Works, Salford, Manchester. 


Dubilier Condenser o (1925), Ltd., Ducon Works, Victoria Rd., North 


Acton, London, 


| Dubilier Condenser Co. (1925), Ltd., Ducon Works, Victoria Rd., North 


Acton, London, W.3 
Brown Bros., Ltd., Gt. Eastern St., London, E.C.2. 
L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex. 
Midland Elec, Manufacturing Co., Ltd., Barford St., Birmingham. 


Gent & Co., Ltd., Faraday Works, Leicester. 


| John Dugdill & Co., Ltd., Hazel Grove, near Stockport. 
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DULRAE .. 
Electric warming panels. 


DUO-SAVELITE 
Double filament lamp. 


DUPLEX 
Electric floor polisher, portable electric sander, 
electro-medical and hairdressers’ apparatus. 


Two-way tumbler switch with “ off " position. 


DYNAMEG 
Testing sets and fault finders. 


Switchgear and control gear, etc. 


Standards, switches and wall-brackets, press- 
button design. 
EBONESTOS_.. 
Moulders in ebonestos plastic compounds 
bakelite and other synthetics. 
EDDO 
Electric fires, i irons, kettles, va vacuum cleaners, 
Narrow flush single-way, two-way, two-way 
and off, etc., switches. 


EDISON SWAN.. 


Cables. 
EDISWAN . ; 
Lighting appliances, wiring accessories, and 
wiring systems. 


EDISWAN 
Electro-medical aad uhre- ray apparatus. 


EDISWAN .. 
Electrical Appliances. 


EDISWAN . 


Electric vs vacuum a cleaners. 


EDISWAN .. 


Electric Fans. 


EDISWAN JUNIOR ... 
Pressed metal switches. 


EFCO 
Resistance furnaces for hest treatment of 
metals, pottery kilns, magnetic sheet an- 
nealing furnaces. 
Cookers, heaters, switches. 

ELASTUMEN 
Cable. 


ELECTRICOAL (HEATRAE) 


Imitation coal fires. 

ELECTRIC TRANSMISSION 
Transmission line accessories, bushings, pole 
top switchgear. 

ELECTRO-MATIC 
Vehicle actuated street traffic control equip- 
ment. 


ELECTRO-VAPOUR 
Radiators. 


ELEPHANTIDE .. 
Insulating pressboards. 


ELGEE 
Electricity meters, tine switches, al 
strument transformers. 


Feed water denerator. 
ELIXUM 


Service cut-outs, service hones, 
pillars, etc. 


ELLIOTT . 


Electrical measuring instruments of all kinds. 


Circuit breakers and switchgear. 


ELMANCO 
Square universal house wiring box for lead- 
covered systems. 


Dulrae Manufacturing Co., Ltd. 4, Bloomsbury Place, W.C.1. 
Philips Lamps, Ltd., 145, Charing Cross Rd., W.C.2. 


Electrona Electrical Products, Ltd., Friday St., Manchester. 


A. P. Lundberg & , Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., 

Dynameg, Ltd., 41, Rd. Bootle, Liverpool. 

Geo. Ellison, Ltd., Perry Barr, Birmingham. 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


Sere ete, Ltd., Excelsior Works, Rollins St., Canterbury Rd., 


H. G. Moseley & Co., Ltd., Eddo Works, Hospital St., Birmingham. 


A. P. Lundberg & —, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., 


The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., E.C.4. 


The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., E.C.4. 


The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 

The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 
The Edison Swan Electric Co., Ltd., !23-5, Queen Victoria St., E.C.4. 
The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 
The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


Electric Resistance Furnace Co., Ltd., 17, Victoria St., S.W.1. 


Falk, Stadelmann & Co., Ltd., Efesca Electrical Works, 83-93, Farringdon 
Rd., E.C.1. 

Johnson & Phillips, Ltd., Charlton, S.E. 

Electric Fires, Ltd., Heatrae Works, Norwich. 


Islington, 


tole Transmission, Ltd., Culford Works, Kingsbury Rd., 


Automatic Electric Co., Ltd. (formerly Automatic Telephone Mnfg. Co., 
Ltd.), Strowger Works, Liverpool. 


Benham & Sons, Ltd., 66, Wigmore St., W.1. 
B.S. & W. Whiteley, Ltd., Pool-in-Wharfedale, Nr. Leeds. 


Landis & Gyr, Ltd., Elgee Works, Victoria Rd., North Acton, W.3. 


Richardsons, Westgarth & Co., Ltd., Hartlepool. 


Sykes & Dyson, Ltd., Queen's Mill Rd., Huddersfield. 


Elliott Bros. (London), Ltd., Century Works, Lewisham, S.E.13. 
Geo. Ellison, Ltd., Perry Barr, Birmingham. 


Baxter & Caunter, Ltd., 219, Tottenham Court Rd., W.1. 
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Circular moulded universal wiring box for use 


with C.T.S, cables. 
Insulating cloth and tape. 
Insulating materials, insulating cloths, tapes, 
etc. 
EMPIRE 


Silks, papers and tubes. 
Electrical heating apparatus and elements. 


High grade black spirit insulating varnish for 
finishing coat on armatures and fields. 
Special cables and compound. 


Cobles. 


Lampholders, wall plugs, etc. 
EPS. 


Accumulators. 


EQUATORIAL 


ble. 


EQUILUXO 
A special type of glassware. 


Insulating varnished cloth, paper, tapes, etc. 
EUREKA .. 


Electric vacuum cleaners. 
Dry cells, batteries, and electric lamps {port- 
able). 
Switches, switch-plugs. etc. 
Quick make-and-break switches and switch- 
plugs. 
E-Z .. 
Wire stripper. 
FABROIL .. 


Non-metallic gears. 


FAIRYLAND 
Lighting strip. 
Voltage regulating transformers. 
Surge absorbers, 
Radio equipment, receivers and components. 


Power transformers 


FERRANTI 


Meters, measuring instruments and relays. 
Domestic appliances, fires and water heaters. 
Clocks. 


Bell-ringing traneformers. 
Insulating materials. 
Insulating sheet, rod and tube. 
Admiralty-pattern insulating beads. 
Insulated sleeving. 
FLUVENT 


Distribution fuse gear. 


| Baxter & Caunter, Ltd., 219, Tottenham Court Rd., W.1. 


| Attwater & Sons, Hopwood St. Mills, Preston. 


| The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


. | Ena Electrical Appliances, Ltd., Ena Works, 30, Church Rd., N.1. 


Pinchin, Johnson, & Co., Ltd., General Bldgs, Aldwych, W.C.2. 


| 
| W. T. Henley's Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


| The one Cable Works, Ltd., Lincoln House, 296-302, High Holborn, 


_ General Accessories Co., Ltd., 18-22, Euston Buildings, George St., N.W.1. 


. | Pritchett & Gold & E.P.S. Co., Ltd., 50, Grosvenor Gdns., S.W.1. 


W. T. Henley's Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


| Spicers, Ltd., 19, New Bridge St., E.C.4. 


. | Eureka Vacuum Cleaner Co., Ltd., 8, Fisher St., Southampton Row, W.C.1. 


| Ever Ready Co. (Great Britain), Ltd., Hercules Place, N.7. 


General Accessories’Co.,{Ltd., 18-22, Euston Buildings, George St., N.W.1. 


General Accessories Co., Ltd., 18-22, Euston Buildings, George St., N.W.1. 


J. B. Hyde & Co., Ltd., Broadheath, Nr. Manchester. 

British Thomson-Houston Co., Ltd., Rugby. 

Imperial Lighting Co. (Implitico), Ltd., 2-6, Pocock St., S.E.1. 
Ferranti, Ltd., Hollinwood, Lancs. 

Ferranti, Ltd., Hollinwood, Lancs. 

Ferranti, Ltd., Hollinwood, Lancs. 

Ferranti, Ltd., Hollinwood, Lancs. 

Ferranti, Ltd., Hollinwood, Lancs. 

Ferranti, Ltd., Hollinwood, Lancs. 

Ferranti, Ltd., Hollinwood, Lanes. 

Ferranti, Ltd., Hollinwood, Lancs. 

Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Ironmonger Row, E.C.1. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


| 
. Taylor, Tunnicliff (Refractories), Ltd., 110, Cannon St., E.C.4. 


. | John MacLennan & Co., 115, Newgate St., London, E.C.1. 


.. , Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, Vernon St., 


Longsight, Manchester. 
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FO 
Moulding powders. 


FORMAPEX 


Insulating varnish, moulding mixtures, mio- 


carta sheet and tubes (bakelite type). 


Bakelite Insulating materials. 
FOSTER 


Transformers and sub-stations, etc. 


FROUDE .. 
Dynamometers and wind tunnel testing plants. 


FULLER 


Transformers, single, two- and three-phase | 


induction motors, motor starters. 


Accumulators and dry batteries. 

FULLOLITE 
Lamps. 

FULL OF POWER . 3 
Dry batteries for wireless and general pur- | 
poses, 

Cinema curtain controllers and dimmers, 
organ and orchestra lifts. 


GAMEWELL 


Fire alarm systems. 


GARBE LAHMEYER . 


Motors, dynamos and transformers. 
GARDY.. 
Rotary switches and fuses. 
GECOFIX . 
Electric light fittings of every “description. 


GECOPHONE 
Wireless receiving sets, components and 
accessories. 


GECORAY.. 
Reflectors for shop-window lighting. 


GENACCO.. 


Electrical accessories. 


Electrical accessories. 


Geysers, automatic storage water heaters, 
stills, radiators, thermostats, etc. 


GILSONITE 
Asphaltum, bitumen. 


GLASGOW-REX 


Ironclad switches. 


DIFFUSERS 
Industrial lighting fittings. 


For making up mica plates or materials | 


commonly called micanite. 


GLO-CLAD 
Watertight ond gastight electric fighting 
system. 


GLOVERITE 
Insulated wires ‘and cables for signalling and | 
special situations. 


GLOVERS .. 
Electric wires, cables and rubber lead-covered | 
house-wiring systems. 


GLOVOX .. 
Compound insulated mains cables. 


GLYPTANITE 


Super micanite sheet. 


Interlocked switch plug taking B.E.S.A. 
standard plug. 


Multi- plug adaptors and electrical accessories. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 


. The loco Rubber & Waterproofing Co., Ltd., Netherton Works, Anniesland, 


Glasgow, W.3. 


Bakelite, Ltd., 68, Victoria St., S.W.1. 


Foster Engineering Co., Ltd., Apex Works, South Wimbledon, S.W.19. 


| Heenan & Froude, Ltd., Worcester, England. 


| Fuller Elecl. & Mnfg. Co., Ltd., 5, Chancery Lane, W.C.2. 


| The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


Siemens Bros. & Co., Ltd., Woolwich, London, S.E.18. 


| 
|W. J. Furse & Co., Ltd., Traffic St., Nottingham. 
| 
| Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. 
| Kandem Electrical, Ltd., 711-715, Fulham Rd., S.W.6. 

Thompson & Co., | & 3, Old Swan Lane, E.C.4. 


| The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


: | The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


| 


; The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


. | General Accessories Co., Ltd., 18-22, Euston Buildings, George St., N.W.1. 


' General Accessories Co., Ltd., 18-22, Euston Buildings, George St., N.W.1. 


| Geo. Nobbs, Ltd., 87-89, Cleveland St., Euston Rd., W.1. 


. | Ashby, Morris, Ltd., 17, Laurence Pountney Lane, E.C.4. 


| Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 


.. _ The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


'Pinchin, Johnson & Co., Ltd., General Buildings, Aldwych, W.C.2. 


| 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 
"Ww. T. Glover & Co., Ld,, Trafford Park. Manchester. 


| W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


W. T. Glover & Co., Ltd., Trafford Park, Manchester. 
| The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


A. P. Lundberg & Ltd., Pioneer Elecl. Works, Paradise Passage, 
Sheringham Rd., N 


| Grafton Electric Co., 54, Grafton St., 


W.1. 


| Fuller Accumulator Co. (1926), Ltd., Woodland Works, Chadwell Heath, 
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GRIP 


jointing sleeves for electric cable conductors. 


GRIPTITE .. 
Adhesive tape. 


Controlled diffusion and distribution of light, 


industrial and architectural lighting. 


G.W.B. 


Large mechanically-operated electric furnaces, 


tunnel kilns, etc. 


HAILWARE 


Glassware and lighting fittings. 


HART 


HEATHMAN 


Motor towers, ‘plain and telescopic ladders 


and towers. 


Electric fires, water heaters, oil heaters. 


HEATRAE 


Immersion heaters, tubular heaters, small 


cookers, etc. 


Air, oil and water coolers, electric dynamo- 


meters. 


Special insulation. 


Link or fuse disconnecting boxes. 


HENLEY .. 
Distribution pillars. 


HENLEY 
Tape. 
Cables of all types. 
HENLEY 


Joint box ‘compounds. , 
HENLEY .. 
Plywood backboards. 


HENLEY WIRING SYSTEM 
Special wiring system and fittings. 


HERCULENE 


Electric cables. 


HERMETICA 


Water and gastight lanterns. 


HEROULT 


Electric furnace, arc type for steel, cast-iron 


and nickel alloy melting. 


HICYCLE (Regd.) 


Electric tools. 


HIGHLOW 


Electric cooking ‘and heating eppereben, elec- 
tric water heaters, electric oil heaters. 


HIN 

HITEST .. 
Cables. 

HO 


HOMESTEAD 


Electric irons and fires. 


HOT-POINT 


Electric irons, soldering i irons and branders, 


HOTPOINT 


Domestic electric appliances. 


HOTPOINT 
Electric clothes washer. 


Electric eccumuletors. 


Ball and roller bearings, steel balls and rollers. | 


Teak fuseboards (non-corrodible, detachable). 


| 


W. T. Henley'’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Spicers, Ltd., 19, New Bridge St., E.C.4. 


G.V.D. Illuminators, Aldwych House, Aldwych, W.C.2. 
G.W.B. Electric Furnaces, Ltd., Elecfurn Works, North Rd., N.7. 


Hailwood & Ackroyd, Ltd., Beacon Works, Morley, nr. Leeds. 
Hart Accumulator Co., Ltd., Marshgate Lane, E.15. 


J. H. Heathman, Ltd., Parsons Green, London, S.W.6. 


Electric Fires, Ltd., Heatrae Works, Norwich. 


Electric Fires, Ltd., Heatrae Works, Norwich. 
Heenan & Froude, Ltd., Worcester, England. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
W. T. Henley's Telegraph Works Co., Ltd. , Holborn Viaduct, E.C.1. 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


Electric Furnace Co., Ltd., 17, Victoria St., S.W.1. 


The oe Pneumatic Tool Co., Ltd., Egyptian House, 170, Piccadilly, 


Archibald Low & Sons, Ltd., Merkland Works, Partick, Glasgow, W.1. 


S. Bill & Co., Ltd., Queen's Rd., Aston, Birmingham. 


on “r4a_ & Co., Ltd., Efesca Electrical Works, 83-93, Farringdon 


| Hoffmann Mfg. Co., Ltd., Chelmsford, Essex. 


Baxendale & Co., Ltd., Miller St., Manchester. 


coe ee Heat Co., Ltd., Bollo Lane, Acton, W.3, and 91-93, Baker 
t., 


. | Hotpoint Electric Appliance Co., Ltd., 24, Newman St., Oxford St., W.1. 


Hotpoint Electrical Appliance Co., Ltd., 24, Newman St., Oxford St., W.1. 
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HOTPOINT DUPLEX .. 


Electric vacuum cleaner. 


HOTPOINT JUNIOR .. 


Electric vacuum cleaner. 


H.W.S. 
Special wiring system and Sittings. 


HYPER-SCALE .. 


Electrical measuring instruments. 


ICALL 
Hairdryers, violet- ray apparatus, ‘electric | 
equipment for hairdressers. 


IDEAL 


Electrical measuring instruments and relays 
of all types. 


cutter spares and renewals. 


ponents, 


Flat tumbler switches and switch plugs. 


Conduit tubes end 
IMPERIAL 


Electric stage equipment. 


IMPREGNITE 


Black, solid, impregnating ‘compound for 
treating all types of coils having a great depth 
of wire. 


INKWELL . 


Recording i instruments. 


Tumbler switch for control of lamps from 
more than two positions. 


Electric fires, electric water taps, electric 
cisterns. 


IRONSAFE 
Ironclad switchboards. 


Ironclad service cut-outs. 


ISOLAC . 
Anacid and waterproof, air drying and baking | 


and permanent plasticity. 
JACELITE (Regd.) 


Moulded accessories. 


JACKSON . 
Electric cookers, fires, kettles, breakfast 
cookers, etc. 


Universal wiring clips for cables. 

Wiring system. 

KALANITE 


Insulating material. 


KALANOID 


Plastic waterproof compound. 


KALBITUM 


Anti-corrosive paint. 


KALECORE 


Electric cables. 


KALEECO .. 
Wiring system. 


ND 
Lead-sheathed ‘cable having special bonding | 


wire. 


KANDEM . 


incandescent and arc equipment for film and 
photographic lighting. 


Controller fingers, contacts and colliery coal- 


All types of electric motor starting and motor | 
controlling apparatus and wireless com- | 


| Berry’s Electric (1928), Ltd., 85-86, Newman St., Oxford St., W.1. 
| 


insulating varnish of di-electric properties, | 
| 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 


| Kandem Electrical, Ltd., 711 and 715, Fulham Rd., S.W.6. 
Lighting filtings, arc lamps for all purposes, 


| MANUFACTURED BY OR OBTAINABLE FROM 
| 
| 
| 


. | Hotpoint Electrical Appliance Co., Ltd., 24, Newman St., Oxford St., W.|. 


| Hotpoint Electrical Appliance Co., Ltd., 24, Newman St., Oxford St., W.!, 


| W.T. Henley's Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
| 


: | Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


| 1. Calvete, Ltd., 59-61, North St., Clapham, S.W.4. 


| Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


| 
Imeson & Finch, “ Empress ” Works, Stockton-on-Tees. 


| 


| Igranic Electric Co., Ltd., 149, Queen Victoria St., E.C.4. 


4 ‘A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 


Sheringham Rd., N.7. 


' Isaac Griffiths & Sons (Proprietors: James McDougall, Ltd.), Imperial 
Works, Wednesbury, Staffs. 


Imperial Lighting Co. (Implitico), Ltd., 2-6, Pocock St., S.E.1. 


Pinchin, Johnson & Co., Ltd., General Buildings, Aldwych, W.C.2. 


. | Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 


W. C. Yuille & Co., Ltd., 12, Wellington St., Glasgow, C.2. 


| 
W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


| Pinchin, Johnson & Co., Ltd., General Buildings, Aldwych, W.C.2. 


J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 


The Jackson Electric Stove Co., Ltd., 143, Sloane St., S.W.1. 


Walter Balmford, M.I.E.S., “Electric House,” 116, Steelhouse Lane 


Birmingham. 


Johnson & Phillips, Ltd., Charlton, 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4, 


Embankment, E.C.4. 
The Anchor Cable Co., Ltd., Leigh, Lancs. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victcria 
Embankment, E.C.4. 
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KANTARK 
Fuses, cut-outs end distribution boards. 


Special ‘thimble type connector ‘for the 
“Callender wiring system.” 


Enclosing fittings. 


plugs. 
Fibre conduit for underground cables. 


REY .. 
Bird guards. 


Underfloor duct system. 


KILARC (Regd.)... 
Positive action 
tumbler switches. 


KINARKO . 
Carbons for cinematograph work, etc. 


KINGOLITE 
Lamps. 


KINGSNORTH .. 
Joint box compounds, ‘electrical filling com- 
pounds, sleeve compounds. 


KINGSWAY 
Combined switch and plug. 


KLYMAX . 


Single ond two-way narrow-panel tumbler 
switches. 


KWIK 
Lampholders, tumbler owitches and ceiling 
roses. 


Scientifically designed bulkhead lighting 
fittings. 

LANCASHIRE . 

Generators end motors c. ond d. in- 
cluding “ Gas-Works type, synchronous 
motors, turbo-alternators, planer drives, etc. 


LATASCALE 


Indicating i instruments. 


LAURIE & INGLEFIELD om 
Travelling lights and stretching pendants. 


LEATHEROID 


Insulating materials. 


LEATHEROID 


Insulating materials. 


LEATHEROID 


Insulating materials. 


quick make-and-breek 


Electric cables and wires. 


LECITON (R 


Electric cables wires. 


LECOID (Regd.) .. 


Box - filling compounds for electric cable 
jointing. 


LEKTRIK (Reed.) 
Switches, plug connectors and kindred ac- 
cessories. 


LIMPET TAPE .. 
Adhesive tape. 


Varnished cloths, silks, and tapes. 


LINCOLN . 


Switches, accessories and switchgear. 


Clips for fixing ‘metal-sheathed house wires. 


LINOLITE . 
Strip reflector fittings for showcase, shop- 
window, cornice, picture lighting, etc. 


| 


Lampholders, tumbler switches and switch | 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 


Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Embankment, E.C.4. 


The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


The Kersons Mnfg. Co., Ltd., Kingsbury Rd., Minworth, Birmingham. 


Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4. 
Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4, 
Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4. 


A. P. Lundberg & an Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., 


| The General Electric Co., Lad., Magnet House, Kinyeway, London, W.C.2. 


The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


Berry, Wiggins & Co., Ltd., Tensulam House, Water Lane, Stratford, E.15. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


A. P. Lundberg & a, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7, 


J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham. 
Heyes & Co., Ltd., Water-Heyes Electrical Works, Wigan. 


Lancashire Dynamo & Crypto, Ltd., Trafford Park, Manchester. 


Elliott Bros. (London), Ltd., Century Works, Lewisham, S.E.13. 

Thos. Laurie & Co., Ltd., West End, Falkirk. 

Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Ironmonger Row, E.C.1. 
Attwater & Sons, Hopwood St. Mills, Preston. | 

The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 
The Liverpool Electric Cable Co., Ltd., Linacre Lane, Bootle, Liverpool. 


. The Liverpool Electric Cable Co., Ltd., Linacre Lane, Bootle, Liverpool. 


The Liverpool Electric Cable Co., Ltd., Linacre Lane, Bootle, Liverpool. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 


Connollys (Blackley), Ltd., Blackley Vale Mills, Blackley, Manchester. 

The loco Rubber & Waterproofing Co., Ltd., Netherton Works, Anniesland, 
Glasgow, W.3. 

J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


A. W. Beuttell, Ltd., 96, Victoria St., S.W.1. 
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Name AND DescriPTION. MANUFACTURED BY OR OBTAINABLE FROM 
LITHOLITE .. Litholite Insulators, Ltd., 55-57, Hackney Grove, London, E.8. 
Moulded insulators. 
LITTLE GIANT . The Consolidated Pneumatic Tool Co., Ltd., Egyptian House, 170, Piccadilly, 
Electric and pneumatic portable hand drills. | W.1. 


‘ | The Liverpool Electric Cable Co., Ltd., Linacre Lane, Bootle, Liverpool. 


Electric cables and wires. 


Elkay Electrical Mfg. Co., Ltd., 4, Southampton Row, W.C.1. 
Overhead line fuses for H.T. and L.T. house 


service meters, window display turntables. 
| 


Elkay Electrical Mfg. Co., Ltd., 4, Southampton Row, W.C.1. 
Patent shop-window lighting reflectors, 
patent interior shop-lighting reflectors. 


LOHYS a .. | Joseph Sankey & Son, Ltd., Bilston, Staffs. 
Electrical sheets and stampings. 
LORIVAL . .  Lorival Mfg. Co. (1921), Ltd., Norwood Works, Southall, Middlesex. 


Mouldings i in synthetic resins 5 anil all plastic 
materials, rod and sheet. 


LES. .. L.P.S. Electrical Co., Ltd., Ealing Rd., Alperton, Middlesex. 
Battery and test clips. 


LUMOS British Lumos Lamps, Ltd., Millgate House, Blossom St., Ancoats, 
Electric lamps. Manchester. 

LUNDBERG A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Switches, plug connectors and kindred | Sheringham Rd., N.7. 
accessories. 

LUXRAY .. & Davies, | & 9, Stanley St., Liverpool. 
Glassware lighting units. 

LYRIC... .. .. W.T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Fittings wire. 

M. & C. S... -- |M. &C. Switchgear, Ltd., Kelvinside Works, Kirkintilloch, Glasgow. 


Open type switch and control gear, ‘jronclad 
and control gear, flameproof switch and | 
control gear. 


MACADIE . ee 4a -- | The Automatic Coil Winder & Electrical Equipment Co., Ltd., Winder House, 
Automatic coil winder. Douglas St., S.W.1. 

MACINTOSH . -. | The Macintosh Cable Co., Ltd., Derby. 
Paper and rubber insulated cables. 

MACINTOSH. .. | The Macintosh Cable Co., Ltd., Derby. 
Wiring systems. 

MACONITE .. «+ «. | The Macintosh Cable Co., Ltd., Derby. 
Electric Wires and Cables. 

MAGICLOG .. Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford St.,-W.1. 
Electric coal fires. 

MAGICOAL .. Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford St., W.1. 
Electric coal fires. 

MAGNALL-IRVING. .. _ The Hydraulic Engg. Co., Ltd., Chester. 
Thrust-borer for layi ng underground cables, 
pipes, etc. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
Electric fans of every description. 
| The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


Household electric appliances for heating, 
cooking, washing, cleaning, ironing, etc. | 


MAGNET . | The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
Wiring systems " for general and industrial 
| 

MAGNET . ne : The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
Conduits, fittings and accessories. | 

MAGNET .. ~ te a .. | The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
Batteries. 

MAGNET . . The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
Furnaces and ovens for all industrial pur- 
poses. 

MANOR .. = oe .. The Manor Electric Oven & Fire Co., 7, Sutton St., Charing Cross Rd., W.1. 
Cookers, fires, water heaters. 

MANSON . ee = .. | William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey St., S.E.1. 


Adhesive | protecting tape. 
' Callender’s Cable & Construction Co., Ltd., Hamilton House, E.C.4. 


Ship wiring cables, 
MARCONI .. _M.O. Valve Co., Ltd., Osram Works, Brook Green, Hammersmith. 


Wireless valves. 
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MANUFACTURED BY OR OBTAINABLE FROM 


MARCONI 


Receiving valves. 


Electric motors, electric fans, centrifugal 
pump sets. 


Commstones, portable electric blowers, mica 
undercutters. 


Tambler ‘witches for variable control from | 


two or more positions. 


MARY ANN 


Electric vacuum cleaners. 


Ironclad fuse-switch. 


Oval tubular electric heaters. 


MAXIGRAPH 
Chart recording maximum demand instru- 
ments. 


Electric lamps. 


Industrial and domestic range of lighting and 
heating apparatus. 


MAXTORQ 
Squirrel-cage type induction motors (single, 
two- and three-speed type). 


MAZDA P 
Electric lamps. 


M.C.L. & REPETITION 


Automatic screw machine products. 


Small electric motors, a.c. and d.c. 


MECVENT 
Organ-blowing equipments, ‘forge ‘blowers, 
industrial fans, etc. 


MEDIUM RESISTANCE. 
Special high-quality dynamo sheets and 
stampings. 


MEGGER . 


Electrical i instruments. 


MEGOHMOID 
Cable materials. 


Ironclad switches. 


Insulated ‘switches end fuses. 


MEMKUKA 
Cooker control unit. 


MEMOTA . 


Motor starting switches. 
Ironclad switches. 


Splitters (D.P. switch with 4 S.P. fuses). 


MEMWAY .. ; 
Distribution boards. 


MERSEY . 
Telegraphic crystals of sulphate of copper. 


The Marconiphone Co., Ltd., Radio House, Tottenham Court Rd., London, 


Marelli & Co., Ltd., 19-20, Garlick Hill, E.C. 
Martindale Electric Co., Ltd., The Hyde, Hendon, N.W.9. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 


nah ae Domestic Appliances, Ltd., 3, Hanover Court, Moor Lane, 
Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford St., W.1. 


The Wardle Engg. Co., Ltd., Old Trafford, Manchester. 


Landis & Gyr, Ltd.. Elgee Works, Victoria Rd., North Acton, W.3. 


Maxim Lamps, Ltd., Maxim Works, 75-85, Canonbury Rd., N.1. 


Veritys, Ltd., Plume Works, Aston, Birmingham. 
Lancashire Dynamo & Crypto, Ltd., Trafford Park, Manchester. 


The British Thomson-Houston Co., Ltd., Crown House, Aldwych, W.C.2. 
M.C.L. & Repetition, Ltd., Pool Lane, Langley, Birmingham. 
The Medical Engineering Co., Ltd., Englefield Rd., N.1. 


Millns Electrical Co., 17, Whitefriars St., E.C.4. 
Joseph Sankey & Sons, Ltd., Bilston, Staffs. 
Evershed & Vignoles, Ltd., Acton Lane Works, London, W.4. 


Lindsay & Williams, Ltd., Openshaw Bridge Works, Ashton Old Rd., 


nshaw, Manchester. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. : 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 
Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 
Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 
Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 
Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 


Midland Electric Mfg. Co., Ltd., M.E.M. Works, Barford St., Birmingham. 


| Thomas Bolton & Sons, Ltd., Mersey Copper Works, Widnes, Lancs. 


Motors and dynamos. % 


MERSEY CABLES 
Rubber-insulated wires sand cables. 


Electric lamps. a 
METROHM 


Insulation testing set. 


City Electrical Co., 1, Emerald St., W.C.1. 


Mersey Cable Works, Ltd., Linacre Lane, Bootle, Liverpool. 


| Nivalight (1928), Ltd., 1, Rosebery Ave., E.Ct. 


Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 
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MANUFACTURED BY OR OBTAINABLE FROM 


METROVICK... 
Electrical apparatus. 


Block splittings, washers, etc. 


; | | The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Insulating sheet, tubes, washers, etc. 


Circuit breakers. 
MINERVA 


trical windings where heat dissipation is | 


desired 


Bakelite 4 3 and 4 pin side-entry covd-grip | 


plugs. 


MIROLUX .. 
Trough reflectors. 


Plugs and sockets, switches, switch plugs. 
MODINE . 
Unit cabinet, blast and concealed heaters. 


MOONSTONE 


Glassware. 


MORCO 
Illuminating glassware, electrical accessories, 
electric irons. 


MORGANITE 


Brushes. 


MORTISE . 


Single-way small narrow-panel tumbler | 


switches. 


MOSAIC 


Electric fires and cooking apparatus. 


MOULDENSITE .. 


Moulding materials. 


MOULDINGS OF MERIT 
Mouldings of insulating material, bakelite, ete. 


MULTI-BOILER .. 


Electric boiling ring (boils three vegetables | 


at once). 


MYCALEX 
Insulation products. 


NAC 
Bakelite thermal flashers. 
NALDERS .. 


Electrical measuring instruments and relays 
of all types. 


N.B.D. 
Electrical plant. 


N.CS. 


Electrical measuring instruments and relays 
of all types. 


NECO 
Electric motors to lh. p., a.c. >and and 
geared motors. 


NEOPHONE 
The new high-efficiency central battery tele- 
phone of the micro-telephone pattern, stan- 


dardised by the British P.O. 


Lampholders, coiling roses, ‘pear ‘switches 
(Bakelite with porcelain interior). 
NEWBRIDGE 


Time switches. 


NEWTONS OF TAUNTON . 
A.c. and d.c. dynamos and motors, Lt. 
switchgear, etc. 


NICO 


Fittings, glassware and accessories. 


Couplings and plugs for cables. 


NO-LAG 


Power factor correction motors. 


‘ Metropolitan-Vickers Electrical Co., Ltd., Trafford Park, Manchester. 


- | | The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 


Walthamstow, E.17. 


Walthamstow, E.17. 


ee Ellison, Ltd., Perry Barr, Birmingham. 


| 


. | Pinchin, Johnson & Co., Ltd., General Bldgs., Aldwych, W.C.2. 


Grey enamel for insulating all classes of elec- | 


| 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 


| The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 
| 
| 


. | MK. Electric, Ltd., Wakefield St., Edmonton, N.18. 


| S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


. | Underwood (Manchester), Ltd., 1, Dickinson St., Manchester. 


| 
| T. B. Morley & Co., Ltd., Jameson St., Hull. 

| 

| The Morgan Crucible Co., Ltd., Battersea Works, Church Rd., S.W.11. 


| A. P. Lundberg & .u: Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 


| 
- | Girlings, Ltd., Electricity Works, Maldon, Essex. 


. | Bakelite, Ltd., 68, Vietoria St., $.W.I. 


, Insulators, Ltd., Derby Rd. Works, Montague Rd., Edmonton, N.18. 


| Premier Electric Heaters, Ltd., Keeley St., Birmingham. 


| 
- | Mycalex (Parent) Co., Ltd., 337, Thames House, Millbank, S.W.1. 


. | M. Newmark & Co., 77, Milton St., E.C.2. 


| Nalder Bros, & Thompson, Ltd., 97a, Dalston Lane, E.8. 


| Haslam & Newton, Ltd., Formerly Newton Bros. (Derby), Ltd., Alfreton 


Rd., Derby 
| Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


Normand Electrical Co., Ltd., 3, North Side, Clapham Common, S.W.4. 


Siemens Brothers & Co., Ltd., Woolwich, S.E.18. 


| Victor H. Iddon, Ltd., 27, Blackfriars St., Manchester. 


; | Horstmann Gear Co., Ltd., Newbridge Works, Bath. 


| Newtons of Taunton, 3, Cavendish Place, Regent St., W.1. 


. | Nico Light Co., Ltd., 19, Farringdon Avenue, E.C. 


Simmonds & Stokes, Ltd., 4, Vernon Place, Southampton Row, W.C.1. 


British Thomson-Houston Co., Ltd., Rugby. 
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NOMAG 


Non-magnetic cast iron. 


NOMET . 
Special wiring system and fittings. 


NOVEL 
Switch, 5-amp. tumbler: type, fitted with extra 
terminal for looping. 


Circuit breakers and switchgear. 
OASIS 


Accumulator acid, acid-resisting paints, 
battery testers. 


Insulating varnish. 


OKONITE . 
lnsulating tape. 


OLONITE . 


Cable ineuletion and protection. 


Gasfilled and vacuum electric lamps of all 
kinds. 


ORBIT 


Traversing desk, bracket, or > cabin ‘fons for 


commercial, domestic, or marine use, 


orD&Sal 
Lighting fittings, hand lamps, fuse-boards, etc. 


OSRAM 


Wireless valves. 

Electric lamps for all conditions of lighting. 
Wireless valves for all types of general and 
special requirements. 


OSTAR. ‘ 
Electric lamps. 


OWL.. 
Electrical porcelain. 
OZONAIR . 


Ozone epperaten, pure air ‘ventilation, a air 
conditioning. 


P. & 


Accumulators. 


P. & R. 


Accumulators. 


PAKYDERM 


Finishing varnish. 


PAXOLIN . 
Bakelite -paper beards, tubes, cy- 
linders. 


PAXOLIN - 
Transformer and switchgear bushings, in- 
sulators, etc. 


PEDIGREE (Regd.) 


Switch and fusegear. 


PEERLESS 


Insulation and vulconized fibre. 


Single-phase repulsion induction motors, 


generators and fans. 


Insulation paper. 
PEERLESS 


Insulation. 


PERCO-WASH .. 
gy clothes-washing device and wash- 
iler. 


PERMALLOY... 
Magnetic alloy. 


PERNAX .. 
Cable insulation, bird guards, hoods for 
protecting surface of porcelain insulators 
from conductive deposits. 


Ferranti, Ltd., Hollinwood, Lancashire, and Bush House, W.C.2. 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


W.«T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 


Nalder Bros. & Thompson, Ltd., 97a, Dalston Lane, E.8. 


General Chemical & Pharmaceutical Co., Ltd., Judex Works, Sudbury, 


Middlesex. 
Griffiths Bros. & Co., London, Ltd., Macks Rd., S.E.16. 
William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey St. , S.E.1. 
The Croydon Cable Works, Ltd., formerly known as The Greenwich Cable 


Works, Ltd., Mitcham Rd., Croydon. 
Omega Lampworks, Ltd., Rodney Place, Merton Abbey, S.W.19. 


Veritys, Ltd., Plume Works, Aston, Birmingham. 


' Dorman & Smith, Ltd., Ordsal Electrical Works, Salford, Manchester. 


| M.O. Valve Co., Ltd., Osram Works, Brook Green, Hammersmith. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


Nivalight (1928), Ltd., 1, Rosebery Ave., E.C.1. 
Geo. Wade & Son, Ltd., Manchester Pottery, High St., Burslem, Staffs. 


Ozonair, Ltd., Ozonair House, St. Leonard St., S.W.1. 


Pritchett & Gold & E.P.S. Co., Ltd., 50, Grosvenor Gardens, S.W.1. 

Peto & Radford, Props. : Pritchett & Gold and E.P.S. Co., Ltd., 50, Grosvenor 
Gardens, S.W.1. 

Griffiths Bros. & Co., London, Ltd., Macks Rd., S.E.16. 


The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


|The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 


J. A. Crabtree & Co., Ltd., Lincoln Works, Walsall. 
Attwater & Sons, Hopwood Street Mills, Preston. 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 


J. Burns, Ltd., Wangye Works, Chadwell Heath, Essex. 

The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 

The Jackson Electric Stove Co., Ltd., 143, Sloane St., S.W.1. 

Standard Telephones & Cables, Ltd., North Woolwich, E.16. 


The Croydon Cable Works, Ltd., formerly known as The Greenwich Cable 
Works, Ltd., Mitcham Rd., Croydon. 
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Specia! bakelite board, tubes and rods. 
PERTRIX . 


Accumulators for motor car ond motor 
cycle starting and lighting. Batteries for 
wireless. 


Fire extinguishers for electrical equipment. 


PHENOLITE 
Laminated bakelite. 


Totally-enclosed diffusing units. 
PHILIPS 


Rectifiers, amplifers, thermionic reguletors. 


Wireless and lamps. 
PHILIRAY .. 


Shop window reflectors. 


PHILITE .. 
Synthetic resins, plastics, etc., 
made therefrom. 


Local lighting industrial units. 
PHLATTA .. 
Switches. 


Wires, cables and flexibles, 


PIVOT 
Single, two-way, etc., | 
combinations. 


Bell pushes with straight-line movement. 


POINTOLITE 
Lamps. 


Electric fires, irons, kettles, etc. 
PREMIER .. 


Accumulators. 


PREMIER 


Motor control gear. 


PRESSPAHN 
Insulating board in all thicknesses. 


Directional bulkhead fitting. 
PROCELL (Reed.) 
Corrosion-proof rubber insulated cable, 


PUL-SYN-ETIC . 
Electric impulse clocks and time discipline 
apparatus, 


QUASI-ARC 
Electrodes and welding equipment. 


Electric fires end cookers. 


Mechanical hemmer for wall glen, electrical 
dimmers for theatres and cinemas. 


QUICKSET 


Automatic electric safety kettles. 


QUICKWAY 


— and stator coil-winding and forming 
inery. 
RADIOD! 


Appliances for radiant ‘heat treatment. 


RADIOMATIC 
Broadcast receivers, band repeater apparatus. 


RAPLITE . 
Domestic electric appliances, ‘switch and fuse | 
gear, wiring accessories. 


RECORD . 
lnvulation testers, battery cut-outs, circuit 
breakers. 


and articles | 


. | Geo. L. Seott & Co., Led., 86-88, Acre Lane, Brixton; S.W.2. 


| Britannia Batteries Ltd., Britannia House, 233, Shaftesbury Avenue, 
London, W.C.2. 


Read & Campbell, Ltd., 75, Victoria St., Westminster, S.W.1. 


, | J. Burns, Ltd., Wangye Works, Chadwell Heath, Essex. 


Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., W.C.2. 
Philips Industrial, Philips House, 145, Charing Cross Rd., London, W.C.2. 
Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., W.C.2. 


Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., W.C.2. 


Philips Industrial, Philips House, 145, Charing Cross Rd., W.C.2. 


Philips Lamps, Ltd., Philips House, 145, Charing Cross Rd., W.C.2. 


. . The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


| The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


| A. P. Lundberg & ws Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 

' The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 

| Premier Electric Heaters, Ltd., Keeley St., and St. Andrew's Rd., Rirmingham. 

Premier Accumulator Co., 50, Grosvenor Gardens, S.W.1. 

Premier Electric Control Co., 849, Harrow Rd., Willesden, N.W.19. 

The Micanite & Insulators Co., Ltd., Empire Works, Blackhorse Lane, 
Walthamstow, E.17. 

The Wardle Engg. Co., Ltd., Elsinore Rd., Old Trafford, Manchester. 

Mersey Cable Works, Ltd., Linacre Lane, Bootle, Liverpool. 


Gent & Co., Ltd., Faraday Works, Leicester. 


Quasi Arc Co., Ltd., 15, Grosvenor Gardens, S.W.1. 
William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey St., S.E.1. 


William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey St., S.E.1. 


Premier Electric Heaters, Ltd., Keeley St. and St. Andrew's Rd., Birmingham. 


Midland Dynamo Co., Ltd., 64, Belgrave Gate, Leicester. 


ze | Dowsing Badiant Heat Co., Ltd., Bollo Lane, Acton, W.3, and 91-3, Baker 


? Gent & Co., Ltd., Faraday Works, Leicester. 


| Baxter & Caunter, Ltd., 221, Tottenham Court Rd., W.1. 


| Record Electrical Co., Ltd., Broadheath, Altrincham, Cheshire. 
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Reesoils, Ltd., 1, Eldon Sy., Newcastle-on-Tyne. 


Oils, insulating and lubricating. 


REFLEX .. iG de = eis .. | Gent & Co., Ltd., Faraday Works, Leicester. 
Control of pendulums of existing workmen's 
recorders and other pendulums. 


REGAL. . . | Regal Commutator Re-surfacer Co., 69, Dale St., Piccadilly, Manchester. 
Commutator re-surfacers. 
Ebonite. 


Whipp & Bourne, Ltd., Castleton, Manchester. 


Circuit breakers. 


REGAL .. .. | Spicers, Ltd., 19, New Bridge St., E.C.4. 
| 


ELLITE = Spicers, Ltd., 19, New Bridge St., E.C.4. 
Insulating boards. 
RESILIA Foster Instrument Co., Letchworth, Herts. 


Pyrometers, electrical high ‘precision in- 
struments, miniature electrical instruments. | 


REVO Revo Electric Co., Ltd., Britannia Works, Tividale, Tipton, Staffs. 
Traffic-control signals. 
REVO Revo Electric Co., Ltd., Britannia Works, Tividale, Tipton, Staffs. 


Fires and domestic a yparatus, “cookers, street 
lighting and industrial fittings. 


REVO Revo Electric Co., Ltd., Britannia Works, Tividale, Tipton, Staffs. 
Irons, switchgear and fans. 

.. | Thompson & Co., | & 3, Old Swan Lane, E.C.4. 
A.c. meters. 


Robinson & Hands Electric Co., Ltd., Barwick St., Birmingham. 
Switchboards, industrial fittings. 


ROYAL “EDISWAN” .. 
Lamps. 


The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


RUPTOR .. | W. T. Henley’s Telegraph Works, Co., Ltd., Holborn Viaduct, E.C.1. 


Ironclad 


SAFETEE .. | L. Weekes (Luton), Ltd., Luton, Beds. 


Ironclad switchgear and switchboards, cart- 
ridge fuses. 


SAFUSE .. 
Fuses, combined switch fuses and industrial 


switchboards. 
SALFORD .. 


Circuit breakers. 


SANGAMO-EDISWAN .. 
Meters. 


SANTON .. 
Rotary switches and plags. 


SANTON . . 
Thermal storage, shower 


bath heaters. | 
SANTON . 


Automatic end hand-controlled circulators, | 
wash boilers and thermostats. | 


SATCHWELL - | | The Rheostatic Co., Ltd., Farnham Rd., Slough, Bucks. 


Donovan & Co., 46-7, Gt. Charles St., Birmingham. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


. | Edison Swan Electric Co., Ltd., Ponders End, Middlesex. 


- | Santon, Ltd., 149-150, Dock St., Newport, Mon. 


| Santon, Ltd., 149-150, Dock St., Newport, Mon. 


| Santon, Ltd., 149-150, Dock St., Newport, Mon. 


Thermostats ‘and temperature "control | 
apparatus, 
| 
SAUTER .._ .. - | Nathan & Allen, Ltd., 131, Victoria St., London, S.W.1. 
Time ewinches, 
SCRUIT | V.G. Manufacturing Co., Ltd., Gorst Rd., Park Royal, N.W.10. 


Wiring connectors for surface wiring oy stems, 
. and general electric lighting purposes. 


SEECOL 
Stage switchboard lighting, dimmers, theatre 
and cinema supplies. 


SEELCO Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. £ 
Wiring system comprising lead alloy sheathed nlite 
wires and simple accessories. J 


ee | or & Engineering Co., Ltd., 24, Floral St., Covent Garden, 


SELCO 


Syrens, motors, fens. 


S. G. Leach & Co., Ltd., 26-30, Artillery Lane, E.1. 
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SEMAPHITE Johnson & Phillips, Ltd., Charlton, S.E. 
Cables. SI 
SERVICE . The Rheostatic Co., Ltd., Farnham Rd., Slough. 
Grid resistances and accessories. 9 
SHAKEPROOF Barber & Colman, Ltd., Marsland Rd., Brooklands, near Manchester. 
Lock washers, locking ‘terminals for vibration | 
proof connections. S$] 
SHAYDOLITE .. Griffiths Bros. & Co., London, Ltd., Macks Rd., S.E.16. 
Lamp lacquer. S] 
SIEMENS .. tie Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. 
Electric lamps. . 
SIEMENS . Elliott Bros. (London), Ltd.. Century Works, Lewisham, S.E.13. SI 
Electric pyrometers and distance thermo- | 
meters. | ST 
SIEMENS .. es a | | Siemens Brothers & Co., Ltd., Woolwich, S.E.18. 
Batteries—fluid and dry. 
ST 
SIEMENS .. | Siemens Brothers & Co., Ltd., Woolwich, S.E.18. 
Ebonite. 
| = Brothers & Co., Ltd., Woolwich, S.E.18. ST 
Joint boxes, feeder pillars, house service fuse | : 
boxes. | 
| Siemens Brothers & Co., Ltd., Woolwich, S.E.18. ST 
Electric cables and wires ot all types. | 
.. | Turner's Asbestos Cement, Ltd., Trafford Park, Manchester. ST. 
Electrical insulating and arc-resisting mould- 
ings. 
SILVALUX Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. 
Electric lamps (opal). ST] 
SILVARAY.. : Siemens Elec. Lamps & Supplies, Ltd., 38 & 39. Upper Thames St., E.C.4. 
One-piece glassware fittings. 
.. | A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
“ Ordinary ” and “ Reverse " door contacts. Sheringham Rd., N.7 STI 
SIMPLICITY Key Engineering Co., Ltd., 4, Queen Victoria St., E.C.4. 
Steam traps. ST: 
SINDANYO Turner's Asbestos Cement, Ltd., Trafford Park, Manchester. 
Electrical arc and heat- resisting. ‘boards, 
natural grade. 
SINDANYO Turner’s Asbestos Cement, Ltd., Trafford Park, Manchester. 
Electrical insulating boards, ebony grade. 
SIROCCO . Davidson & Co., Ltd., Sirocco Eng. Works, Belfast, Northern Iveland. STR 
Centrifugal and propellor fans. 
SISSON... = .. | W. Sisson & Co., Ltd., Elmbridge Rd., Gloucester. 
Enclosed self-lubricating and open-type 
steam engines, steam-driven dynamos com- SUN 
plete. | | 
SISTOFLEX : | Spicers, Ltd., 19, New Bridge St., London, E.C.4. SUP 
Insulating sleeving, cloth and paper. 
KF os a ae . | The Skefko Ball Bearing Co., Ltd., Skefko Works, Luton, Beds. SUP 
Ball and roller bearings. | 
SLONETRIC Sloan Electrical Co., Ltd., 8-12, Golden Lane, E.C.1. SUP 
Wiring accessories, electrical supplies. | 
SLOTTED STEEL Constructors, Ltd., Nickel Works, Tyburn Rd., Erdington, Birmingham. 
For switchgear frames, “outdoor sign frames, SUP. 
cable carriers, etc. ( 
SMOOTHWELL .. Premier Electric Heaters, Ltd., Keeley St. and St. Andrew's Rd, SUP! 
Electric irons. Birmingham. I 
SNOW’S Snow’s Devon Malleable Iron Foundry, 247, Shakespeare Rd., S.E.24. SUP] 
Lead- headed wall nails for ‘electrical, tele- \ 
phone and wireless installations. 
SOLBIT : |W. T. Glover & Co., Ltd., Trafford Park, Manchester. oo 
Solid bitumen mining cables. ; 
ae ang Donovan & Co., 46-7, Gt. Charles St., Birmingham. SYNC 
Isolating links. E 
SOLON... 4) te W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C | 
Electric soldering irons. 
Steatite & Porcelain Products, Ltd., Stourport, Worcs. 
High- and low-tension insulators for trans- TANC 
mission lines, bushings and porcelain parts S 
for every purpose and all voltages, pressed ay 
steatite pieces for all low-tension uses. 
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SPECIAL LOHYS 


Electrical sheets and stampings. 


Patent self-centring terminals. 


STAL 


Electric lamps and all-mains radio. 


STALLOY . 
Transformer sheets and stampings, telephone 
and loud-speaker diaphragms. 


TANDARD 
Cables of all types. 


STANDARD 
Public address 


Telephones for all purposes, manual and auto- 
matic. 


STANDARD 


Traffic control system. 


STANDARD 


Wireless transmitting and receiving apparatus. 


STANNOS WIRING SYSTEM 
V.LR. wires protected by a water-tight tinned 
copper sheathing suitable for concentric or 
two-wire installation. 


STEATAIN.. 
High and for trane- 
mission lines, bushings and porcelain parts 
for every purpose and all voltages, pressed 
steatite pieces for all low-tension uses. 


TELLARAY 
Floodlights (indoor and outdoor). 
STERLING. . 


Insulating varnishes, compounds, paints, and 
enamels. 


STRAIGHT-LITE 
Reflector fittings for shop windows, cornice 
and picture lighting, straight- lite tubular signs. 


STROWGER 
Public and private automatic dial telephones 
and exchange equipment. 


SUNSPOT .. 
Motor car and flash lamp bulbs. 


SUPASTONE 
Illuminating lighting glassware. 


SUPER-BOX 


House-wiring joint box. 


SUPERIOR 


Ironclad and be use 


SUPERLUX 


Glassware. 


SUPERSCALE 


Indicating instruments. 


SUPER SEASONED .. 
Vulcanised fibre. 


SWAN BRAND . 
Electric cooking utensils, sterilisers, and 


pedestal heaters. 


SYNCHRONOME 
Electric clocks. 


SYNCLOCK 
Electric dods. 


TANGENT 
Sound signals, "relays and small current 
apparatus. 


TATE 


Electrical ‘valve ‘control, 


Joseph Sankey & Sons, Ltd., Bilston, Staffs. 
The oo Accessories Co., Ltd., 18-22, Euston Buildings, George St., 
Electric Lamp Service Co., Ltd., Stal House, Judd St., King’s Cross, W.C.| 


Joseph Sankey & Sons, Ltd., Bilston, Staffs. 


Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. 
Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. 


Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. 


Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. 
Standard Telephones & Cables, Ltd., Connaught House, Aldwych, W.C.2. 


Siemens Brothers & Co., Ltd., Woolwich, S.E.18. 


Steatite & Porcelain Products, Ltd., Stourport, Worcs. 


ome — Engineers’ Accessories Supply, Ltd., 193, Bethnal Green 


The Sterling Varnish Co., Fraser Rd., Trafford Park, Manchester. 
Straight-Lite Reflectors, Ltd., 73, Canonbury Rd., N.1. 


Automatic Electric Co., Ltd. (formerly Automatic Telephone Manufacturing 
Co., Ltd.), Strowger Works, Milton Rd., Edgé Lane, Liverpool. 


Nivalight (1928), Ltd., 1, Rosebery Ave., E.C.1. 

Wholesale Fittings Co., Ltd., 23-27, Commercial St., E.1. 

W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
Wm. Sanders & Cr., Falcon Electrical Works, Wednesbury, Staffs. 
The General Electric Co., Ltd., Magnet House, Kingsway, W.C.2. 
Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 
J. Burns, Ltd., Wangye Works, Chadwell Heath, Essex. 


Mayall & Co., Ltd., 61, Moor St., Birmingham. 


Synchronome Co., Ltd., 32-4, Clerkenwell Rd., E.C.1. 


. | Everett, Edgcumbe & Co., Ltd., Colindale Works, Hendon, N.W.9. 


Gent & Co., Ltd., Faraday Works, Leicester. 


James Tate & Co., Victory Works, Bradford. 
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All types of condensers and artificial lines for 
duplexing cables, for telegraph and telephone 


; | The Telegraph Condenser Co., Ltd., Wales Farm Rd., North Acton, W.3 


lines, and radio receiving and transmitting 


apparatus. 


‘Condensers for power " factor correction of 


| The Telegraph Condenser Co., Ltd., Power Sales Office, Avenue Chambers, 
Vernon Southampton Row, W.C.1. 


industrial power loads, neon signs, electric , 


furnaces, etc., condensers for split-phase 
starting of single-phase motors. 


Tumbler switches, accessories, switchgear, 
ironclad gear. 


TELENDURON .. 
Battery containers. 


Insulators for telegraph and telephone lines, 
also insulation mouldings for electrical trade. 


Junction boxes, clips, saddles, etc. 
TERRAPIN (Regd.) 

Two-pin and ™ earth” * plug connectors. 
TEST SHEATH .. 


J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham. 


Thos. de la Rue & Co., Ltd., Shernhall St., Walthamstow, E.17. 


Thos. de la Rue & Co., Ltd., Shernhall St., Walthamstow, E.17. 


S. O. Bowker, Ltd., 20, Branston St., Birmingham. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 


| W. T. Glover & Co., Ltd., Trafford Park, Manchester. 


Test conductor for underground 


cables. 


OID 
Flexible cord. 
Conduit tubes and fittings. 


THISTLE BRAND 
Galvanised span and ‘guard. wire strand to 
M.T.A, specification. 


THISTLE BRAND 


Tinned steel armature binding wire, 


THOR 


Washers, i irons, ¥ vacuum m cleaners, j juvenators. 


THREE STAR . 
Accumulators. 


Automatic voltage regulators. 
TREVA 


Electrical accessories, lampholders, switches, | 
etc, 


TRICITY .. 
Cookers. 


Cooking and heating apparatus. 
TRIPIN (Regd.) . 


Three-pin plug connector (all current-carry- | 
ing pins). 


TRIPOLIT .. 
Triple pole tumbler ewitch on a single bese, 
positive quick make and brea! 


TRIUMPH .. 
Fuses, ironclad ‘fuse geer, 
and sockets. 


TRIUMPH .. 
Electric iron. 


TRIVECTOR 


* Castle” 


plugs 


W. T. Henley’s Telegraph Works Co., Ltd., Holborn Viaduct, E.C.1. 
James McDougall, Ltd., Wednesbury, Staffs. 


Frederick Smith & Co., Wire Manufacturers, Ltd., Halifax. 


| Frederick Smith & Co., Wire Manufacturers, Ltd., Halifax. 

| Hurley Machine Co. (England), Ltd., 55-59, Oxford St., W.1. 
| Three Star Accumulators, Ltd., Rosebery Avenue, N.17. 

| British Thomson-Houston Co., Ltd., Rugby. 


Trevelyans (B'ham), Ltd., 155, Bracebridge St., Birmingham. 


| 


. | The British Electric Transformer Co., Ltd., Hayes, Middlesex. 


. | The one Electric Transformer Co., Ltd., Wellington House Strand, 


| A. P. Lundberg & “i aah Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., 


| A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage, 
Sheringham Rd., N.7. 


| Castle Fuse & Engineering Co., Ltd., 33, Chester St., Liverpool. 


Electric Domestic Appliance Company, Kingstanding Rd., Perry Barr, 
Birmingham 


Landis & Gyr, Ltd., Elgee Works, Victoria Rd., North Acton, W.3. 


Indicating and recording instrument giving | 


ax., kVa sin x., and 


consumption on nal three components. 


TROJAN 


Glassware for enclosing fittings. 


TROPALITE 
Special compound rubber cable dielectric. 


TRUTINT . 
Colour-matching unite. 


ironclad gear. 


TUDOR... 
Accumulators. 


Tube, rod and panel insulation. 


ma _ The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


Callender Cable & Construction Co., Ltd., Hamilton House, Victoria 
bankment, London, E.C.4. 


. | The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. 


. | J. H. Tucker & Co., Ltd., King’s Rd., Tyseley, Birmingham. 


Tumbler switches, accessories, switchgear, | 


: | Tudor Accumulator Co., Ltd., 59, Grosvenor Gardens, Westminster, S.W.!. 


Ellison Insulations, Ltd., Wellhead Lane, Perry Barr, Birmingham. 
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Battery chargers and rectifiers. 


TUNGSTALITE .. 
Electric lamps. 


Multiple-way two-pin plug connector (3 to 6 
ways). 
Trunking for large power installations. 


TWINOB (Regd.). . 
Tumbler switch (either, both o che 


a.c. motor control and switch plug. 


Lighting standard for typewriters, office ma- 
chines and all purposes. 


One piece glassware fittings. 


Metal sheathed surface wiring system with 
bonding wire. 
U.N.LTALK 


Intercommunication telephones. 

“Two-service” adaptor, B.C., 2-pin (ad- 

justable). 

House-wiring joint box. 
VANDUARA 


Insulating tapes, “insulating materials. 


"Switch for vacuum cleaners and other port- | 
able apparatus. 


Quick make-and-break switches. 


Air filters, unit type, self-cleaning type. 
ss = 
Ironclad fuse switch. 


Switch fuse. 


VIRCLAD .. 
Cables. 


Cables. 


Vulcanised fibre and leatheroid. 


WALSALL .. 
Steel conduits and fittings. 


WARD LEONARD. 
Resistances, dimmers and rheostats. 


WARDELYTE 


Glassware units. 


WARWICK... 
Switch and fuse gear, electric light fittings, 
and lampholders. 


WEIDENHOFF 
Shop equipment for battery ‘end electrical 
service. 


WELDRICS IMPROVED GRADE A 
Arc welding electrodes. 


WELLS 
Paint spraying " equipment, waste oil filters, 
amps. 


Y 
Street-lighting lanterns. 


WEMCO .. 
Switchboard component parts, switchboards 
of all types, telegraph apparatus, etc. 


WESTINGHOUSE 
Metal rectifiers, battery charging sets. 


WESTMINSTER .. 
Carbon brush holders, arc lamps (photo and 
medical), electric welding machines. 


The Edison Swan Electric Co., Ltd., Ponders End,"Middlesex. 
| Tungstalite, Ltd., 47, Farringdon Rd., E.C.1. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage. 
Sheringhai 


m Rd., 


. | Power Centre Co., 15, Park Lane, Liverpool. 


A. P. Lundberg & Son, Ltd., Pioneer Electrical Works, Paradise Passage 
Sheringham Rd., N.7. 


The Typerlite Co., 86, Cannon St., E.C.4. 


Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper. Thames St., E.C.4. 


The Union Cable Co., Ltd., Dagenham Dock, Essex. 


| W. C. Davey & Co., Telephone House, 176, Tottenham Court Rd., W.1. 


A. P. Lundberg & Sons, Ltd., Pioneer Electrical Works, Paradise Passage. 
Sheringham Rd., N.7. 


W. T. Henley’s Telegraph Works'Co., Ltd., Holborn Viaduct, E.C.1. 


| John MacLennan & Co., 115, Newgate St., London, E.C.1. 


P. Lundberg & —~ Ltd., Pioneer Elecl. Works, Paradise Passage, 
"Sheringham Rd., 


| The General Accessories Co., Ltd., 1822, Etston Buildings, George St, 
Ozonair, Ltd., Ozonair House, St. Leonard St., S.W.1. 

Berry's Electric (1928), Ltd., 85-86, Newman St., Oxford St., W.I. 

Vincent Switchgear Mfg. Co., Ltd., Sampson Rd. North, Birmingham. 


Electric Cables, Ltd., 25, Old Street, E.C.1. 


. The Edison Swan Electric Co., Ltd., 123-5, Queen Victoria St., E.C.4. 


Mosses & Mitchell, Ltd., Chiswell Works, 60-64, Ironmonger Row, E.C.1. 


Walsall Conduits, Ltd., Excelsior Works, West Bromwich. 


| 
| 


. | William Geipel, Ltd., Vulcan Works, 156-170, Bermondsey St., S.E.1. 


. | The Wardle Engg. Co., Ltd., Old Trafford, Manchester. 


William McGeoch & Co., Ltd., Warwick Works, 46, Coventry Road, 
Birmingham. 


| Autocar Electrical Equipment Co., Ltd., 32-4, Albert Embankment, S.E.11. 


Weldrics (1922), Ltd., Station Road, Beeston, Notts. 


| A.C. Wells & Co., Ltd., Carnarvon St., Cheetham, Manchester. 


| The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


| Walter's Electrical Mafg. Co., Ltd. Kensaltown Works, Kensal Rd., W.10. 
| 


The & Saxby Signal Co., Ltd., 82, York Rd., King’s 


| Cross, Lond 


Westminster Engineering Co., Victoria Rd., N.W.10. 
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WESTON .. 

Electrical measuring instruments, instruments 
for radio service, high frequency thermo in- 
struments. 


WETHERTEX .. Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Special weatherproof distributor and feeder Embankment, E.C.4. 


cables. 


Weston Elecl. Instrument Co., Ltd., Kingston By-Pass, Surbiton, Surrey. 


.. Callender’s Cable & Construction Co., Ltd., Hamilton House, Victoria 
Outdoor distribution and service system. Embankment. E.C.4. 


WHITE TILE... ae a3 oh .. White Tile Heaters, Ltd., Clementhorpe Works, off Charlton St., York. 


Water heaters. 


WIGAN Heyes & Co., Ltd., Water-Heyes Electrical Works, Wigan. . 
Prismatic. fittings, switchgear, flameproof 
fittings. 

WILD BARFIELD .. Wild-Barfield Electric Furnaces, Ltd., Elecfurn Works. North Road, 
Furnaces and muffles. Holloway, N.7. 


Wm. Mills, Ltd., Grove St., Birmingham. 


Aluminium castings. 


WINDIFANS W. Woods, Ltd., Windifan Works, Denmark St., Colchester, Essex. 
Fans suitable for ventilating and retrigeration 2 
purposes. 


WITTON 
Electric motors for domestic ‘and industrial 
uses. 


The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 


WITTONITE The General Electric Co., Ltd., Magnet House, Kingsway, London, W.C.2. 
Insulating mouldings. 
WORKSLITE [ .. The Wardle Engineering Co., Ltd., Elsinore Rd., Old Trafford, Manchester, ‘ 
Reflectors for industrial lighting. 7 
ne oF oe i George H. Scholes & Co., Ltd., Blantyre St., Hulme, Manchester. 
Switch plugs, joint boxes, etc. 
WYLEXION 26 > ne ets .. George H. Scholes & Co., Ltd., Blantyre St., Hulme, Manchester. 
Switch plugs. 
XCEL Automatic Electric Co., Ltd. (formerly Automatic Telephone Mfg. Co., Ltd.), : F 
Electric heating and cooking appevatus, Strowger Works, Milton Rd., Edge Lane, Liverpool. 
heavy duty cooking equipment. _ 
Wee XCEL . a .. Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. e 
Electric domestic appliances. 
i XCEL ss .. Downes & Davies, 1 & 9, Stanley St., Liverpool. be 
Electric and cooking appliances. 
“Fee X-RAY an ne .. The Edison Swan Electric Co., Ltd., 155, Charing Cross Rd., W.C.2. Z 
3 Shop-window reflectors. 
i Y&w . — .. Young & Wildsmith, Ltd., 35, Little Russell St., W.C.1. % 
Accessories and domestic appliances. mM 
ZAPON a .. The Fredk. Crane Chemical Co., Ltd., Bordesley Green, Birmingham. 


Lacquers, varnishes and enamels. 


ZED .. - ies ne - me .. Siemens Elec. Lamps & Supplies, Ltd., 38 & 39, Upper Thames St., E.C.4. 


Fuses. 


ZEDA 


Domestic is irons, etc. 


ZEISS IKON _.. .. Zeiss Ikon, Ltd., Mortimer House, 37-41, Mortimer St., W.1. 
Reflector fittings for shop windows, offices, 
industrial and public lighting, street and 


“Z” Electric Lamp & Supplies Co., Ltd., 21, Newman St., W.1. 


flood lights. 
ZENAL , = .. Parmiter, Hope & Sugden, Ltd., Fluvent Electrical Works, Vernon St., 
Non-oxidising fuse element. Longsight, Manchester. 


The Zenith Electric Co., Ltd., Zenith Works, Villiers Rd., Willesden Green, 
N.W.2. 


Resistance units. 


.. The Zenith Electric Co., Ltd., Zenith Works, Villiers Rd., Willesden Green, 
Transformers, resistances, _ meter-testing N.W.2. 
equipment, etc. 
ZENOHM . «~ | See o> Electric Co., Ltd., Zenith Works, Villiers Rd., Willesden Green, 
N.W.2. 


Heavy duty strip resistance units. 


Printed “Tae Press Lrp., Paris Gestion, Stamford Street, S.E.1, and published by 
E.R. (1930) LIMITED, 4, Ludgate Hill, London, E.C.4 
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ASTON 


VERTICAL TYPE 


for all industrial SLIP_ RING 
INDUCTION MOTOR 

PUT POSES. FOR DIRECT 

COUPLING 


TO PUMP 


VERIT 


LIMITED 
ASTON BIRMINGHA 


elegrams : Verity, Birmingham. 
Sales Headquarters and Export Department : 
31, KING STREET, COVENT GARDEN, LONDON, W.C.2. 


Telephone : Temple Bar 3835. Telegrams : Verity, Rand, London. 


~ 
wg 
| 
4 
E 
b= 


: THE ELECTRICAL REVIEW SUPPLEMENT December 30, 1932 


DEPTFORD WEST 


The above interior view of Deptford West Power 
Station shows the THREE Metrovick 35,000 kW 
al Turbo Alternator Sets, and the ‘ Metrovick”’ 
30,000 kW Frequency Changer. 


Mees DEPTFORD WEST IS THE MOST EFFICIENT 
Re STEAM STATION IN THE COUNTRY (Electricity 
Commissioners’ Analysis, 1931). 


VARY oF ASSOC ELECTRICAL IND 
ELECTRICAL co, LTD 


TRAEFORD PARK -- MANCHESTER 


considering the merits of Metrovick’s heavy plant, 
slom*"* your orders for Metrovick’s ‘light’ product— 

—__ of the $f. COSMOS LAMPS. No better lamp is made. 
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MI IL ESTONES 


2 


View of 


n,Manc 


Pendleton, 
OLL OVER 


PAY 


|? is in no spirit of arrogant boastfulness, or complacent 
pride, that we here report the progress of WARD & 
GOLDSTONE LTD. over 41 years. But— 


To express our cordial thanks to all those who, by 
their support, have contributed to our success. 


We offer all our friends, the Editor, Staff, and Readers 
of ‘* THE ELECTRICAL REVIEW ”’ 


Our Sincere Wishes for a Prosperous and happy 1933 
The Directors of WARD & GOLDSTONE LTD., PENDLETON, MANCHESTER 


NOTE THE EXCELLENT SPECIFICATION 


CURTIS 
PATENT 


RESISTANCES 


PHOSPHOR BRONZE 


PHOSPHOR BRONZE ] 


PATENT SPRING 
ROD ConTACT 


POST PRESSURE. 


PHOSPHOR BRONZE 
TPOTENTIOMETER LAMINATED BRUSH 
TERMINAL. 


FOR WIRE. | RESISTANCE WIRE 
“4 NEGLIGIBLE TEMP CO-EFFICIENT 


BRASS 
It has come to our notice that this 
THE CURTIS MFG. CO., LTD., pattern of ‘CELEC’ Sliding Resis- 
“* Makers of Resistance Apparatus,’’ li ld 
CONDUIT PLACE, Paddington, LONDON, W.2. note the di in our ‘ Cc’ pattern and so avoid any 
Telephone: Paddington 4076. Telegrams : “ Rheofaire, ‘phone, London.” possible dissatisfaction or disappointment on your part. 


0, 1932 
ARD & S°LDstTon,e ite 
MEN & A Boy. 
= 
| 
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Het When a customer enters your shop and asks for a “40 watt 
lamp,” he is not really buying a lamp but the light it will 
Hit give. Much then rests in your hands. Will you sell 
him a “ cheap ” lamp of doubtful value or will you He 
FH give him a CRYSELCO—the 100 per cent. lamp. 
Ht It is not a mere matter of a few coppers. It 
# Ht is a very vital matter to you and to your Ik: SHE aS 
customers. In selling CRYSELCO you 
| have the knowledge that there is no Ras 
lamp manufactured to a more 
: Lamps serve their users 
faithfully and efficiently 
so strengthening your 


reputation. 


ADVISE 


CRYS ELCO 


AM P S 


AND “SEE” THE DIFFERENCE 


In ordering your stocks don’t forget the popular Cryselco “ Colour Sprayed Sign Lamps.” 


— 


HOME BRANCHES : 


BIRMINGHAM Albion Buildings, 4, Vesey Street. CARDIFF: 27, Edwards Terrace. Grams: “Cryselco, LONDON SALES OFFICE & STORES: Rartlett’s 
"Grams: “Cryselco, Birmingiam.” ‘Phone; Aston Cardiff.” "Phone: Cardiff 1169. Buildings, Hol orn Cireus, E.C.4. “Grams: “Cryselco 
Cross 1523. Street. "Grams: “Cryselco, Lamps, London.” ‘Phore: Central 2942: at 

# Glasgow.” hone ugias 57 House 231 S.rand, W.C.2. Grams: “Cryselco, 

: Cryselco, LEEDS: 43, York Place. ‘Grams: “Cryselco, Leeds.” rand, London. ‘Phones: Central 3016-7-8. 

‘Phone: Leeds 27866. MANCH ESTER; 11, Albert Square. Trade Counter: 

BRISTOL: Paramount Chambers. Mitchell Lane.Victoria LIVERPOOL: 22, sir Thomas Street "Grams « “Cryselco, 42, Brazennose St. Grams: “Cryselco, Manchester.” 
St. ‘Grams ; “Cryselco, Bristol.” ‘Phone: Bristol 24069. Liverpool.” ‘Phone: Bank 5310-11. ‘Phone: Blackfriars 4871-2. 


sepror ~=CRYSELCO, LTD., Kempston Works, BEDFORD. neatora’ 
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: Bartlett's 
“Cryselco 
:. and at 
: “Cryselco, 
8. 


ie Counter: 
lanchester,” 


Bedford. 
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a* 
(BLACKLEY) f LIMITED 


BLACKLEY, MANCHESTER 


LONDON OFFICE: OSWALDESTRE HOUSE, NORFOLK STREET, STRAND, W.C.2 


1073 


RODS 
SECTIONS 


The process of extrusion 
.. . forcing metal in a plastic 
state through dies . . 
provides metal of a superior 
strength to casting, while 
its nearness to finished size 
reduces machining costs to 
an absolute minimum. Illus- 
trated are only a few of 
the many thousands of 
shapes and sizes which 
McKechnie Brothers are 
supplying continually. 


Made 


RO ; 

Telephone : Edgbaston 0380 (6 lines). Telegrams : “* McKechnie Birmingham. 

LOND 

NEWCASTLE-ON-TYNE—90 a Street. LEE Park Row 
elting Works: WI 


LI M ! T E D 


Brass Rods and Non-Ferrous Ingot Metal Manufacturers 


Metal Works : 
N PARK STREET, BIRMINGHAM 16 


ON—17 Victoria St., Westminster, 8.W.1. MANCHESTER—S11-13 Corn Exchange 
Bldgs. 
DNES, LANCS. = 
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THE ELECTRICAL REVIEW SUPPLEMENT 


‘4 
>, 


Type “H” Meter Type “PA” 
forcapacitiesup Meter for capaci- 
to 20 amps. ties over 20 amps. 


Type “‘H"’ Meters meet the require- 
ments of Engineers who require 
accuracy at both ends of the curve. 


ALL PARTS INTERCHANGEABLE. 


HIGH TORQUE — LOW SPEED. 
LARGE TERMINAL BLOCKS. 


Please write for Catalogue C.l.J. 


BRITISH INSULATED CABLES LTD. 


CABLE MAKERS AND ELECTRICAL ENGINEERS 
PRESCOT...LANCS. Telephone No. PRESCOT 6571 


London Office. SURREY HOUSE, EMBANKMENT, W.C.2. Telephone No. TEMPLE BAR, 4793, 4,5.c6. 
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Revo economy cookers can make your 
pirins ecneme 4 great They 
are ane qurcome of endeavour 
meet presen day needs for economy 
They inspire and reduce your 
matter and make 493° pumpet cooker year: 
ra) \ 
No. 2 \ 
You can do it 
| 
with 
made an sizes to suit all 
gamilies* 
No- 4, for persons 
No. 2) - 
Revo pers 
Boiling’ plate can be 
supplied 40 all models 
excePt No. 
REVO ELECTRIC CO. LIMITED: 
GTAFES: 
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SRYER Tony 
YN Wiking 
LARGE TON SYSTEM 


EVERY ELECTRICAL CONTRACTOR 
SHOULD HAVE THIS BOOK 


If you will send a card asking for this booklet it will be posted to 
you by return. It contains a full description, beautifully illustrated, 
of an unique new wiring system introduced by The Silvertown 
Company after patient experiment and research. 


The new system has definite advantages over any other. It is 
unusually simple to use, yet its efficiency is exceptionally high. It 
is surprisingly economical and its use materially reduces time costs. 


You owe it to yourself to investigate the possibilities of the 
Silvertown Wiring System. Send for the booklet at once. You 
will find it a permanently useful reference book. 


WIRING SYSTEM 


THE INDIA RUBBER, GUTTA PERCHA & TELEGRAPH WORKS CO., LTD. 


Head Office: Aldwych House, London, W.C.2. Phone: HOLborn 8461. Works: Silvertown, London, E.16, Phone: ALBert Dock 1474. 


BRANCHES : 
Telephone : Telephone : 
BELFAST —24, Ocean Buildings, Donegal Square Fast. 597 LIVERPOOL—1], Drury Lane. Bank 638 
BIRMINGHAM—Broad Street Chambers. Midland 6559 LONDON—Aldwych House, W.C.2. HOLborn 8461 
BRISTOL, |—4, Victoria Street. 20925 ° MANCHESTER—38, King Street West. Blackfriars 9377 
DUBLIN—70. Middle Abbey Street. 43328 NEWCASTLE-ON-TYNE—59, Westgate Road. 21428 
GLASGOW, C.1—15, Royal Exchange Square. Central 7932 SHEFFIELD—140-144, West Street. Central 26021 
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NEUTRAL 


Let 
the DOOR 
control the 

“Store Room” 


light 


> 


~ 


In lighting a store room,fa coal or wine 
cellar, or a linen cupboard, we have a 
peculiar problem of control. As such 
store rooms are used only occasionally, 
there is always a risk that, should the 
light be controlled by a standard wall 
switch, it may be left burning unnecessarily 


for a considerable period of time. 


The door action switch provides a simple, 


economic and convenient solution. 


The switch is erected above the door. A catch plate on the door 
itself actuates a smooth-working “ trigger’’ member attached to the 
switch dolly. Light control is therefore automatic. As the door 
is opened, the light is put “on”; as the door is closed, it is 


immediately put “ off.” 


This mechanism can be specially fitted to any 5 amp. Crabtree 
metal dolly tumbler-type switch at a listed extra of 40/- per dozen. 


The extra, of course, includes the necessary catch plates for the door. 


' When ordering, please ask for the particular switch required by the 


. catalogue number and add the Reference D.N. 483. 


CRABTR 


B 
7 
x A . NAME . SYNONYMOUS . WITH . PROGRESS . IN . ACCESSORIES . AND . SWITCHGEAR 


C184/t56 Advt. of J. A. Crabtree & Co., Lid., Lincoln Works, Walesa. 
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GR RY 


"EVERYTHING FLECTRICAL 


Lone Service, Maximum SAFETY 


AND ENTIRE SATISFACTION 


Be 


S104 TEAK CASE 2 to 12 Ways Sita IRON CASE 


ViTREOUS SHAPED NOTE 
PORCELAIN BASE CARRIER CONTACT SPRING PHOSPHOR BRONZE FUSE CARRIER 
So.ip Brass Fixed ViTREOUS PORCELAIN CONTACTS WHICH IN ADDITION TO GIVING 
BASE CONTACT AND Fuse CARRIER FULL AREA CONTACT ARE SELF ALIGNING 
TERMINAL COMBINED BLOCK INTO THE SOLID BRASS BASE CONTACTS 


SPRING 
WASHER 


Diagram of Fuse Carrier withdrawn from base Diagram of fuse Corster in Position 


‘DESIGNED & BUILT UP TO THE HIGHEST 


STANDARD OF QUALITY AND ROT 
FO A PRICE 


Advt. of The General Electric Co., Lid., Magnet House, Kingsway, London, W.C.2. 
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Although the outstanding and realistic 
appearance of Magicoal makes sales 
easy, the Engineer has to look at some- 
thing deeper than outward attraction. 
He must consider reliability, for it is 
upon this alone that his goodwill is 
maintained. 


The high efficiency and long life 
of Magicoal Heating Elements 
and Lamps are astounding. 


agicoal 


H. H. Berry's British 
and World Patents. 


BERRY’S ELECTRIC LTD. 


Touchbutton House, 
85 & 86, NEWMAN ST., OXFORD ST., LONDON, W.1 
Telephone: MUSEUM 6800 (3 lines): 4914 (3 lines). 
Works : LONDON—Wembley. BIRMINGHAM—Hall Green. 
Branche;: 


MANCHESTER— NEWCASTLE-ON-TYNE— 
5, Deansgate. 22, Oxford Street. 
Sole Agents for Scotland: 
Messrs. Wood & Cairns, Ltd., Edinburgh, Glasgow and Dundee. 


1932 
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Other forms of Lighting, in- 
corporating G.V.D. Patents, 
and now available, include: 


PENDANT, BRACKET and 
FLOOR STANDARD UNITS, 
pearl and sunlight, for direct 
and indirect lighting. 


ARTIFICIAL DAYLIGHT. A 
Precision Daylight Unit for 
really accurate Colour 
Matching. 


ALDWYCH HOUSE, 


Controlled 


LIGHT 


HE claims already ad- 
vanced on behalf of 
the G.V.D. System are 
being confirmed in 
practice. This photo- 
graph (reproduced with- 
out retouching as far as 
the glass area is concerned) 
shows a Laylight 12-ft. x 
6-ft. installed at Aldwych 
House. With a 300-watt 
bulb, the illumination at 


a distance of NINE FEET from the ceiling is 12-foot-candles. 
The light throughout the room is remarkably uniform and 
practically shadowless. In consequence, it is not necessary to 
consider the layout before installing this form of Lighting. 
There is no reasonable limit to the size of Laylight to which 


the System may be adapted. 


The G.V.D. SYSTEM 


is adaptable to all lighting requirements, but it is of the utmost importance 


for all forms of 


ARCHITECTURAL LIGHTING 


such as Laylighting, Trough and Pillar Lighting, which may now be 
regarded as economic possibilities for even the most modest buildings. 


GUARANTEED SAVING OF 
25°, on cost of installation and 
maintenance, with increased effi- 
ciency and decorative effect. 


GUARANTEED SAVING OF 
75%, of current normally required 
for Architectural Lighting. 


ECONOMY OF _ CEILING 
SPACE. Artificial Daylight, Lay- 
lighting and Cornice Lighting 
require an average depth of only 
12 inches. 


Its advantages, as proved by the above installation, are :— 


ONE BULB ONLY, enabling 
instant change to any colour or 
quality of light, and permitting of 
the incorporation of a_ colour- 
changing device for vari-colour 
effects. 


NO SPECIAL PROVISION 
FOR VENTILATION required, 
whilst the reduction of heat prevents 
attraction of dust and eliminates 
frequent cleaning. 


You are cordially invited to call for a 
demonstration and full information. 


G.V.D. ILLUMINATORS 6 v. 


Offices and Showrooms: 


ALDWYCH, LONDON, W.C.z2. 


*Phone: Holborn 8879. 
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Chanee 


ed in 
photo- 


1 with- 

far as 
cerned) 
(2-ft. x 


Idwych 


en to ON-LOAD 


tion at 


sary to 
ghting. : The greater convenience and advantages that are derived 
hi h = from tap-changing under load can now be enjoyed by 
whic a ‘ 4 supply engineers, even though their transformer units 
were originally designed for operation on no -‘load. 


Here is an example of a transformer reconstruction, 
recently carried out by J. & P 


The original J. & P. unit, a 2,500 K.V.A., 3- phase 

50 cycle outdoor transformer, 33,000/6,600 volts, with 

+2}, +5 and +7}% tappings operated through a no-load 

switch, was reconstructed to accommodate an on-load 

tapping switch giving an adjustment of +6% in steps of 

1%. Although of the manually operated type, automatic 

electrical or push button control can ‘quite easily be fitted 
at a later date if required. 

Ss | aa Just another instance of how J. & P. serve the supply 

of j ' engineer. Our experience in transformer design and 

manufacture—we were one of the first makers of the 

static transformer in the country—is entirely at your service. 


now be Ty 1} 
uildings. Ask J. & P. about TRANSFORMERS. 


nabling 
lour or 
tting of 
colour- 
-colour 


ISION 


JOHNSON 
PHILLIPS 


Charlton, 
London, S.E.7 


OWNER) 


W.C.2. 
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The 
EVERYTHING (&,&.C.) ELECTRICAL 


For more 
light per 
unit of 

electricity 


Lamps may look alike, but whereas a so-called 
“cheap” lamp may waste electricity, OSRAM 
will give your customers the fullest value in 
light for every unit of electricity consumed. 
Your customers may lose money by buying 
lamps merely on price. 


Sell 


ELECTRIC 


LAMPS 
and give customer's 


all ie light they pay for 


MADE IN ENGLAND 


Advt. of The General Electric Co. Ltd., Magnet House, Kingsway, London, W.C.2 
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Prepaid Adv-rtisements are taken to appear under the heading Situations Vacant or Situations Wanted at the rate of one penny a word 


(minimum 1s.). 


Three consecutive insertions can be secured for the price of two, when these are ordered and prepaid with the first insertion. 


A box numter and the ‘‘ Electrical Review "’ address count as seven words. 


ials should never be sent with applications. 


Original Testi 


In the case of replies to Situations Vacant, if any reply is not to be delivered to any particular firm or individual, if instructions to that effect 


addressed to the Manager of the ‘* Electrical Review ’’ accompany the reply, he will do his best to carry out such instructions. 
In no case will the name of an advertiser using a box number be disclosed. 


in such cases cannot be returned to them. 


Letters of applicants 


Advertisements for Classified Columns must reach us by 5 p.m. on Tuesday. 


SITUATIONS VACANT 


TOWN COUNCIL OF LERWICK. 


VHE 'l'own Council invite applications from qualified persons 
for the position of Engineer and Manager in charge of 
their Electricity Supply Undertaking. 


Candidates must have had sound practical experience with 
the running and maintenance of heavy oil engines, dynamos, 
batteries, and a three-wire D.C. system of overhead and 
underground mains, and must be capable of the complete 
management and operation of the undertaking apart from 
accountancy work. The person appointed will require to 
prepare specifications for consumers’ installations, supervise 
all wiring work, including the Council’s Assisted Wiring 
Scheme, organise a showroom and the supply of domestic 
apparatus, and generally advise and assist the Town Council 
in all electrical matters. 


The commencing salary will be £260 per annum, and the 
appointment will be terminable by three months’ notice. 

Applications, giving full particulars of age, training and 
experience, together with copies of testimonials or references, 
are to be delivered to the undersigned in sealed envelope 
endorsed ‘‘ Electrical Engineer,’’ on or before 14th January, 
1933 


GEORGE W. RUSSELL, 
Town Clerk. 
1712 


Lerwick, 
Shetland. 


CCESSORIES Manufacturers with modern Bakelite plant 
making tumbler switches and many different accessories 
require an Assistant Works Manager capable of taking full 
charge after a few months. ‘The position is a progressive one 
for the right man not afraid of responsibility.—Reply, giving 
full particulars of previous experience and commencing salary 
required, to 9981, Electrical Review, 4, Ludgate Hill, London. 


OMMERCIAL Manager for Hire Purchase organisation. 
Not necessarily an engineer, but sound commercial ex- 
perience, standing in the electrical industry, first-class connec- 
tion throughout the country are essentials. Some previous hire 
purchase experience desirable. Must be a capable organiser 
with tact and energy to initiate and develop the business.— 
Apply 1714, Electrical Review, 4, Ludgate Hill, London. 
ip tacts Resistance Furnace Designer required with ex- 
perience of all types of furnaces. Give fullest details, in- 
cluding age, salary required, ete.—1715, Electrical Review, 4, 
Tudgate Hill, London. 
LECTRICAT, Fitter required for large industrial establish- 
ment in Essex. Should be accustomed to cranes, lifts and 
automatic control gear (A.C. and D.C.). Only first-class men 
need apply.—Application should be made in writing to 1722 
Electrical Review, 4, Ludgate Hill, London. 
MEtER Sales Engineers wanted, applicants with technical 
sales experience in integrating watt-hour meters only 
need apply. Write, stating age, experience, salary expected, 
and territory at present operating in. Applications treated in 
strict confidence. Mark envelopes: Sales Engineering Depart- 
ment, British Sangamo Co., Ltd., Cambridge Arterial Road, 


Enfield, Middlesex. 1705 
Ne Signs. Company forming to exploit extensive new 
market under Patent protection invites correspondence 


with those most highly skilled in the art. Generous salary, 

contract and directorate offered. No investment; no charlatan. 

Strict privacy.—9938, Electrical Review, 4, Ludgate Hill, 

London. 

and to assist generally with work of 
mains and meter departments, required ‘for small under- 

Full as to 


District rate of pay. 
, Ludgate Hill, 


taking in Surrey. 
to 1726, Electrical Review, 


experience, etc., 
london. 
RODUCTION Engineer. Progressive opening available for 
keen qualified man familiar with light electric cable and 
wire manufacture.—Reply to 1720, Electrical Review, 4, 
Ludgate Hill, London. 
yr Electrical Engineer, with wide experience of 
home and abroad of overhead and underground trans- 
mission lines required immediately.—Fullest particulars in 
—_—a to 1725, Electrical Review, 4, Ludgate Hill, 
ondon. 


Ws TED by a large manufacturing firm in the London dis- 

trict a young Electrical Engineer for a commercial posi- 
tion, not over 27, with public school and technical college train- 
ing. Must have had experience of motors, generators, etc.— 
Apply, stating age, experience and salary required, to 1716, 
Electrical Review, 4, Ludgate Hill, London. 


Manager required with thorough knowledge costing 
and modern production methods, to produce small elec- 
trical machines to meet competition; one so confident in his 
ability to make good he is willing to invest £250 to £500. Full 
investigation offered in exchange for references. Give age, 
Sens. experience.—9985, Electrical Review, 4, Ludgate Hill, 
sondon. 


APPOINTMENTS FILLED. 


Dissatisfaction having been so often expressed that unsuccessful applicants 
are left in ignorance of the fact tnat the position applied for has been filled, 
may we suggest that Advertisers notify us to that effect when they have arrived 
at a decision. We will then insert a notice free of charge under this heading. 


| of Ilford.—Three collectors. 


SITUATIONS WANTED. 


ELECTRICAL ENGINEER. 


A* Electrical Engineer, 37, high-grade practical and tech- 
nical experience of installation maintenance, power and 
lighting, inspection, estimating; retrenched Colonial Govern- 
ment service; seeks opening on newspaper engineering, supply 
undertaking, factory or institution staff.—9891, Electrical Re- 
view, 4, Ludgate Hill, London. 


RMATURE Winder, 16 years’ experience, A.C.-D.C., all 
types and sizes, maintenance, breakdowns.—J. C., 19, 
Beclands Road, S.W.17. 9950) 
(Aras Electrical Engineer, wide experience electrica! 
and general contracting. Modern thermal storage, tem- 
perature control systems, supervision and executive respon- 
sibility. —9966, Electrical Review, 4, Ludgate Hill, London. 


OMMERCIAL-Technical Engineer (44), twenty-three years’ 
large electrical manufacturers, England, two years 
Canada, five years chemistry additional. Supplies, lighting, 
heating, fixtures, cables, telephones, lamps, appliances, ranges. 
refrigerators. Continuous employment: highest recommenda- 


tion. Open appointment any branch of industry.—9964, 
Electrical Review, 4, Ludgate Hill, London. 

LECTRICAL and Mechanical Engineer, Stud. Inst. Civil 

Engineers, works and drawing office experience. Good 


mathematician. Wants position where initiative and good 
work are required.—Godfrey, Chase Farm, Mapperley, Notting- 
ham. 9971 
BE JECTRICAL Engineer, power specialist, A.C., D.C. motors, 

British, foreign, fault finding, installations, machinery, 
testing; used travelling; excellent references.—9982, Elec- 
trical Review, 4, Ludgate Hill, London. 


LECTRICAL Instrument Maker, 32 years’ service, Muir- 
head & Co., Beckenham; now disengaged.—R. Larg, 6, 


Piquet Road, 8.E.20. 9977 
AN, motors, lighting, maintenance, &c.—‘‘ C,”’ 
Venetia Road, N.4. 9974 

L, ECTRICIAN -Wireman, 27, seeks immediate work; eight 
years’ experience ; drive car; wireless installations, 


thorough.—Jackson, 55, Gatton Park Road, Redhill. 9939 


LECTRICIAN (24), 10 years’ installation, maintenance and 
mechanical experience, private house plant, etc.—9941, 
Electrical Review, 4, Ludgate Hili, London. 


LECTRICIAN (27 
as working foreman; 
53, Glendale Gardens, Preston Road, Wembley. 


7) seeks change, present situation 4 years 
lighting, heating, power.—Goddard. 
9942 
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FOR SALE.—Continued. 


NGINEER, mechanical and electrical, born, educated, 

trained England. Wide experience plant lay-out, mining 
and industrial, specialised metal mines and hoisting. Present 
Electrical Superintendent for large mining organisation abroad. 
Excellent record several large complete mining and industrial 
plant’installations, complete control of purchasing, lay-out and 
construction. Desires contact with large organisation contem- 
plating expansion programme, England or abroad.—9937, Elec- 
trical Review, 4, Ludgate Hill, T.ondon. 


LUMBEBR-Jointer, 10 years’ experience, E.H.T., L.T., S/S., 
etc., used to live work, concentric and core; reference.— 
9978, Electrical Review, 4, Ludgate Hill, London. 


Mate seeks situation (anywhere), 21, 
single; experienced on IL..T. mains and services, H.T. and 
L..T. 3-phase switchgear, etc.—9983, Electrical Review, 4, 
Ludgate Hill, London. 


RACTICAL Training Required in any electrical or mechani- 

cal firm by youth, B.Sc. Engineering (London); eight 
months’ experience in large Swiss electrical firm ; no remunera- 
tion expected.—9975, Electrical Review, 4, L udgate Hill, 
London. 


EPRESENTATIVE, excellent connection, Southern Coun- 
zs a own car.—9838, Electrical Review, 4, Ludgate Hill, 
ndon 


OUNG Electrical Engineer, good education, open for out- 
door appointment with a manufacturing firm.—Reply 
9979, Electrical Review, 4, Ludgate Hill, London. 


OUTH (16), just left school, in any capacity where some- 
Bes useful can be learnt.—E. J. H., 19, Castellain —— 


FOR SALE. 


Advertisements are inserted under this heading at 14s. per inch. 


PURCHASERS PLEASE NOTE. 


E CARRY A STOCK OF OVER 1,000 MOTORS AND 
GENERATORS, BOTH A.C. AND D.C., RANGING 
FROM 3 to 250 H.P., AND ONLY HANDLE MODERN 
ig WHICH ARE GUARANTEED FOR TWELVE 


Please Send your Inquiries to :— 


THE CENTRAL ELECTRICAL ENGINEERING 


WORKS. 
Head Office and Works: Yate, Near Bristol. 
*Phone: Chipping Sodbury 111 (2 lines). 17 


FOR SALE. 


WO 720-B.H.P. Triple Expansion Bellis & Morcom En- 

gines, 333 r.p.m., direct coupled to 500-kVA Crompton 

Alternators, 3,000 volts, 3-phase, 50 periods, excitors 130 volts. 
Complete with Switch Board Panels. 


A.C. MOTORS, 3,000 VOLT, SLIP-RING, 3-PHASE, 
50 PERIODS. 


B.H.P. R.P.M. Type. 
300 Metropolitan-Vickers 480 Open 
280 Brown-Boveri .. 1500 Enclosed 
175 Oerlikon ... 1450 Enclosed 
100 . Crompton Enclosed 

75 Crompton Open 
75 Crompton 720 Open 
75 Metropolitan-Vickers | 480 Enclosed 


Stockholders of A.C./D.C. Motors. All Classes of Plant and 
Machinery. Catalogue upon application to :— 
EDGAR G. REES, LTD., MORFA WORKS, re. 
1 


ELECTRIC MOTORS AND DYNAMOS. 


E hold one of the largest Stocks of New and Secondhand 
Motors. Secondhand machines are thoroughly over- 
hauled. Inspection and Tests can be made at our Works. 

For Sale or Hire. Send your inquiries to :— 
BRITANNIA MANUFACTURING CO., LTD., 
22-%, BRITANNIA STREET, 

CITY ROAD, LONDON, N.1. 

Telephone : 5512-3 Clerkenwell. 13 


GREENHALGH BROS. 
Atherton, near Manchester. 


E carry one of the largest stocks in Electric Plant of all 
descriptions in the country. All guaranteed and at 
reasonable prices. ‘Phone: Atherton 117. 5 


MIDLAND COUNTIES ELECTRICAL 
ENGINEERING CO., LTD. 


Grice Street, Spon Lane, West Bromwich. 
Telegrams: Rheostat, West Bromwich. 


Reduced Prices. 


50 MOTORS, Dynamos, Rotary Converters, Trans- 
formers, all voltages and frequencies; 310-kW and 
250-kW Rotary Converters, 6-ring, 50-cycle, 3-phase, to 220 
volts d.c.; as new. 
Switchgear, Instruments, Welders, Generating Sets, &c., in 


stock. Best makes. New and equal to new. Fully 
guaranteed. Inspection and inquiries invited. 6 


LUMOS' LAMPS. 


UPERLATIVE quality thousand-hour-guaranteed 

electric lamps, made in one of the best-equipped 
factories in England. There is no better lamp 
obtainable at any price. 


ALL TYPES NOW AVAILABLE. 


Gasfilled, pearl and clear, metal filament, traction, 
and all other types. Ask us to quote. Our prices 
are right. 


All Lumos Lamps are made to B.E.S.A. Specification. 


ELECTRIC LAMP SERVICE CO., LTD., 
Stal House, Judd Street, King’s Cross, W:C.1. 
‘Phone : Museum 2267, 2268, 2269, 5144, 5155. 
‘Grams: ‘“‘ Eleclampo, Kincross, London,” 


Northern Distributors :— 
BRITISH LUMOS LAMPS, LTD., 
55, Blossom Street, Manchester. 


*Phone: Central 6642, 6643. 
’Grams: Britlumos, Manchester.”’ 1563 


HULL ICE COMPANY, LIMITED, 
St. Andrew’s Dock, Hull. 


OR Sale.—lThe following A.S.E.A. Electric, Ltd., motors, 
suitable for use on 400-volt, 3-phase, 50 cycles, new and 
equal to new; can be seen running on the premises. 


One 250 h.p. 485 r.p.m. Induction Motor. 

Two 175 h.p. 485 r.p.m. Induction Motors. 

Three 130h.p. 485 r.p.m. Induction Motor. 

One 130 h.p. 500 r.p.m. Auto-synchronous Motor. 9976 


“sé 600.’’ 
GUARANTEED ELECTRIC MOTORS, 
A.C. and D.C. 


E carry one of the largest stocks of A.C. and D.C. 

Motors and Generators in the country. Machines 

of modern design at low prices, and covered by a 

twelve months’ comprehensive guarantee. Ratings 
from 1/50 h.p. to 2,000 h.p. 


Obtain our quotation always before purchasing. 
GEORGE COHEN, SONS & CO., LTD., 
600, Commercial Road, London, E.14. 

Telephone : East 6060 (Ext. 26). 
Stanningley Works, Stanningley, Leeds. 

Telephone: Stanningley 71171. 
Gasworks Road, Neath. 

Telephone : Neath 476. 
Sydenham Road, Queen’s Quay, Belfast. 

Telephone : Belfast 7625. 1718 


THE NAME 
MYLAN & SMITH (ENGINEERS), LTD., 
IS SYNONYMOUS WITH 


THE HIGHEST CLASS OF RECONDITIONED 
ELECTRICAL PLANT. 
ENQUIRIES TO:—BAMFORD, VIA. SHEFFIELD. 
’Phone: Bamford 25 and 34. 
‘Grams: ‘Topical, Sheffield. 3 


Advertisements are inserted under this heading at 1s. 9d. per line. 


.C. Electric Motors, reconditioned, guaranteed, all sizes, 
low prices.—G.E.E. Co., Ltd., 47, Pitt Street, Glasgow. 


: 
ae 
é 
cee 
| 
A 
9848 


m En- 
ompton 
) volts. 


1563 


notors, 
w and 


6). 


December 30, 1932 
FOR SALE.—Continues. 


MMETERS, Voltmeters, House Service Meters, &c., low 
prices ; meter repair of every description.—The Victa 
Electrical Co., 47, High Street, S.W.11. 


MPS., Milliamps., Microamps., Volts, Millivolts, Ohms and 
Megohmms, all accurately measured by the 50 range “ Dix- 
Onemeter.’’ A wonderful moving coil precision fault locator. 
1,000 Switchboard, Service and Battery Meters in stock, lowest 
prices. Charging panels to any requirements.—Leslie Dixon 
Instruments, 218, Upper Thames Street, E.C.4. 9 


(ons Lighting, all shapes and sizes. Send requirements. 
—D. Walter & Co., 107, Newington Causeway, S.E — 


.C. MOTORS, re-conditioned and guaranteed. All sizes and 
voltages.—F. W. Langley & Co., Hanley, Staffs. 1400 


OR Sale.—A very complete and highly efficient Electric 
Power Plant, suitable for hospital, institution, large 
country house, or factory use. The power units consisting of 
two 26 B.H.P. Hornsby oil engines (with water cooling tanks), 
each coupled to two Lancashire shunt-wound dynamos, 280/ 
200 volts D.C. are exact duplicates, have seen comparatively 
little service, and can be inspected in first-class running order. 
The switchgear controls the dynamos and three feeder circuits 
in addition to the two 400 ampere hour Tudor accumulators. 
The necessary oil storage and lubricating oil tanks complete 
a duplicate power unit which is offered with every assurance 
of reliability and economical running at an exceptionally low 
figure.—Apply W. Poulton, 53, Great Marlborough Street, 
London, W.1. 1711 


| er Sale, 220-h.p. Motor, 415 volts, 3 phase, 50 periods, by 
Siemens Bros., complete with ‘starter.— Apply Midland 
Tron & Hardware Co., Ltd., Cradley Heath. 1646 


AMEPLATES, Metal and Ivorine, Engraving Stencils, 
Steel Punches.—Stilwell & Sons, 7, Jordan Well, Coventry. 


14 
Floodlights, &e.—D. Walter & Co., 107, Newington 
Causeway, London, 8.E.1. ’Phone: Hop 6019. 1123 


‘ae and Ballroom Lighting Apparatus; Spotlights, Flood 

Lights, Dimmers, Mirror Bowls, Footlights, Battens, Arcs, 
etc., etc.; actual manufacturers; large illustrated catalogue on 
request. —D. Walter & Co., 107, Newington Causeway, ‘S. E.1. 
‘Phone : Hop 6049. 631 


TARTING Gear for D.C. Motors. 10-55 h.p., 220-500 V, 
floor mounting panels. Reconditioned and guaranteed.— 

Scottish Electric & Engineering Co., 163, Seagate, Dundee. 
1641 


1 -KW, 40-volt Lighting Set, Dynamo, 3}-H.P. Lister 

engine, switchboard, instruments, meter, etc., and 75-volt 
spare Dynamo, new and unused. £25 or offer. Larger set 
installed. Can be inspected any day.—W. W. Wood, ‘“ The 
Vents,’’ Cranbrook, Kent. 9980 


6 -H.P. Cold Starting Campbell Twin Diesel Engine coupled 

to 40-kW, 440-V D.C. Dynamo; 70-H.P. Tangye Crude 
Oil Engine; 35-H.P. Clayton ditto.—Harry H. Gardam & Co., 
Limited, Staines. ‘Phone 98. 1717 


115%” Complete Generating Plant, Garrett Engine, Boiler 
and Dynamo, 460-V D.C., would separate; 120-kW 
Allen Steam Generating Set, 230 V D.C.—Harry H. Gardam 
& Co., Limited, Staines. *Phone 98. 1718 


Shyer. Motor by English Electric, 220 V, D.C., 600 revs. ; 
80-kW Crompton Dynamo, 220 V, 650 revs. ; Weir Feed 
Pump, 10 in. by 7 in. by 18 in.—Harry H. Gardam & Co., 
Limited, Staines. ’Phone 98. 1719 


ARTICLES WANTED. 


Advertisements are inserted under this heading at 1s. 9d. per line. 


.C. and D.C. Motors, Dynamos, Transformers, Old Storage 
Batteries, Scrap Cable and Metals, bought for Cash.— 
John Hyams & Sons, Ltd., 11, Glengall Terrace, London, 
S.E.15. Bermondsey 3339. 9514 


CCUMULATOR Plates (old) and Lead Peroxide; as actual 
smelters we pay top prices. Also (dismantling dept.) old 
storage batteries, dynamos, transformers and whole installa- 
tions purchased. -_Flton, Levy & Co., Ltd., 18, St. Thomas’ 
Street, London Bridge, 'S.E.L. Hop 9825-6." 1473 


A= Us to Buy your Scrap Electric Cable, Old Plant, and 
non-ferrous Metals. Highest prices paid. —Jewell & Son, 
Oldbury, near Birmingham. Telephone: Oldbury 96. 5) 


required, D.C. Generator, 8/15 volts, 12,00" 
amperes or near, complete with Motor for 415 volts 
3-phase, 50 cycles cireuit.—172 1, Electrical Review, 4, Ludgate 
Hill, London. 


ANTED, 50/60 kW 230 volt A.C. 140lb. steam pressure 
Steam ‘Driven Generator. —1724, Electrical Review, 4, 
Ludgate Hill, London. 
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MISCELLANEOUS. 


Advertisements ar2 inserted under this heading at 14s. per inch. 


MOTORS AND DYNAMOS, A.C. AND D.C. 


as and Hire, new and second-hand, in stock. Repairs 
and rewinds promptly executed. 
MACDONALD, SYER & CO., LTD., 
295, Gray’s Inn Road, W.C.1. 
Telephone: Term 4425-6. 4 


‘B REEZAY EXHAUST 


FANS 


INCREASED OUTPUT HAS 
CAUSED A REMOVAL TO 
LARGER PREMISES, ON 
AND AFTER DEC. 1st, 1932. 


— AS BELOW —_ 


LONDON FAN & MOTOR 5%. 


DARNOC HOUSE, 33/37, ALFRED PLACE, W.C.1. 


F. WIGGINS & SONS. 


MICA 


FOR INSULATION. 
102,103 & 104, Minories, LONDON, E.C. 


Largest Stock in the World. 


EARTHING CLIPS 


Note the tongue which ensures 
Perfect and Permanent Contact. 
Easy to fix. Nuts cannot turn. 


All sizes from }” to 2”. 


DONOVAN & CO. 
46/47, Gt. Charles St., Birmingham. 


[ 
BINDINGS & CASES 


Subscribers and others can have 
their half-yearly numbers bound 
handsomely in black cloth, gold 
blocked, at the rate of 7/- per 
Volume, including Index, plus cost 
of carriage. 


Cases for binding are also supplied 
at 4/6 each, post free 5/- 


Half-yearly bound Ween can be 
supplied at 20/-each, carriage extra. 


ELECTRICAL REVIEW”’ 
4, LUDGATE HILL 
LONDON, E.C.4 


E.R.2 


NOTICE TO ADVERTISERS— 


NEW ADVERTISEMENT COPY 

(together with BLOCKS) must be sent 

8 DAYS prior to the date of publication 
addressed to— 


The Advt. Dept. ELECTRICAL REVIEW, 4, Ludgate Hill, E.C.4 
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IF you are seeking new markets, or desire to get first-hand information about a 
trade or industry you cannot go to a surer or more authoritative source than 


the trade and technical journals serving it. The address of any paper in this list 


Amateur Photographer & 
Cinematographer. 

Architects’ Journal. 

Architectural Review. 

Autocar. 

Automobile Engineer (in- 
corporating Motor Body 
Building). 

Bakers’ & Confectioners’ 
National Association Re- 

Brewers’ Journal. [view. 

British & South African 
Export Gazette. 

British Baker. 

British Engineers’ Export 
Journal. 

British Export Gazette. 

British Journal of Photo- 
graphy. 

Broadcaster (Weekly). 

Bus & Coach. 

Caterer (The). 

Chemist & Druggist (The). 

Cigar & Tobacco World. 

Commercial Motor. 

Confectioners’ Union & 
Ice Cream & Soda Foun- 
tain Journal. 

Confectionery Journal. 

Contractors’ Record & 
Municipal Engineering. 

Crushing & Grinding. 

Dairyman. 

Drapers’ Organiser. 

Drapers’ Record. 

Dyer, Calico Printer, 
Bleacher, Finisher & 
Textile Review. 

Electrical Industries & In- 
vestments. 

Electrical Review. 

Electrical Times. 


will be furnished on request. 


Electrical Trading. 

Electrics. 

Electric Vehicles & Bat- 
teries. 

Empire Mail & Overseas 

Engineer (The). [Trade. 

Engineering. 

Engineering & Boiler 
House Review. 

Export Trader. 

Fertiliser, Feeding Stuffs 
& Farm Supplies 
Journal. 

Footwear Organiser. 

Fruit, Flower & Vege- 
table Trades’ Journal. 

Furnishing Trades’ Or- 

Gas Engineer. _[ganiser. 

Grocer & Oil Trade Review. 

Grocers’ Gazette & Pro- 
vision Trades’ News. 

Grocery & The Provision 
Merchant. 

Hotel Review (The). 

Ice & Cold Storage. 

India-Rubber Journal. 

lronmonger (The). 

Journal of Decorative Art. 

Kinematograph Weekly. 

Licensing World. 

Light Car & Cyclecar. 

Locomotive, Railway Car- 
riage & Wagon Review. 

Machinery. 

Meat Trades’ Journal. 
Mechanical World & 
Engineering Record. 

Men’s Wear. 

Mining Journal, Railway 
& Commercial Gazette. 

Model Engineer & Prac- 
tical Electrician. . 


Modern Transport. 
Motor. 
Motor Cycle. 
Motor Cycle & Cycle 
Motor Cycling. [Trader. 
Motor Trader & Review. 
Motor Transport. 
Off-Licence Journal. 
Oil & Colour Trades 
Outfitter. [Journal. 
Overseas Engineer. 
Packing, Packaging 
& Conveying Gazette. 
Paper Box & Bag Maker. 
Paper Container. 
Paper-Maker & British 
Paper Trade Journal. 
Paper Market. 
Photographic Dealer. 
Plumbing Trade Journal. 
Pottery Gazette & Glass 
Trade Review. 
Power Laundry. 
Rural Electrification & 
Electro-Farming. 
Specification. 
Style for Men. 
Talking Machine & Wire- 
less Trade News. 
Textile Manufacturer. 
Tobacco Trade Review. 
Waste Trade Wor!d. 
Wine Trade Review. 
Wireless & Gramophone 
Export Trader. [Trader. 
Wireless & Gramophone 
Wireless Engineer & 
Experimental Wireless. 
Wireless World & Radio 
Review. 
Yachting World & Motor 
Boating Journal. 


Official Handbook, giving particulars of over 500 papers, post free 1/-. 


Periodical, Trade Press & Weekly News- 
paper Proprietors’ Association, Ltd., 


<A 


co 6, Bouverie Street, E.C. 4, 


Telegrams : 
Weneppa, Fleet, London 
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LIST OF BOOKS 


PUBLISHED BY 


THE ELECTRICAL REVIEW. 


TALKING PICTURES & ACOUSTICS. 


By C. M. R. BALBI, A.M.1.E.E., A.C.G.1., with foreword by 
Sm Otiver Lovee. The introduction of talking pictures 
has raised a number of new problems which concern all 
those interested in any way in their display, or in the 
construction and equipment of the kinema. The underlying 
principles, the various systems in vogue, the apparatus 
employed, the design and arrangement of the buildings are all 
dealt with by the author. The book bridges the gulf between 
the work of the telephone engineer and of the architect, who 
are both concerned in the production of a talking picture 
auditorium arranged on an economic basis. It removes the 
uncertainty which has hitherto hung about the acoustic 
results of a design so that an auditorium can now be built 
to a specified figure in terms of acoustic measurement. Mr. 
Balbi’s clearly written and fully illustrated text book will 
appeal to a much wider circle than that of the professional 
however ; and will be found full of interest to all those who, 
without any specialist knowledge, would like to learn 
something of the way in which the modern wonders of the 
talking picture have been achieved. 

Cloth 7/6 net, post free 7/10. 


RURAL ELECTRIFICATION. 


By ALFRED EKSTROYM, D.Sc., M.LE.E., and VIDAR 
EKSTROM, C.E. The rapid extension of electrical services 
into rural areas, as a result of the Grid system, has prompted 
the authors to produce this book at the present time. 
Dealing in the main with low pressure overhead distribution, 
it goes fully into the question of the probable faults on such 
systems and surveys very completely the various protective 
arrangements which may be employed. Special emphasis is 
laid on the fact that rural conditions will not be the same as 
those in town and that special precautions must be taken in 
installation work. Price 3/6 net, post free 3/8. 


ELECTRICAL ACCIDENTS 
AND THEIR PREVENTION. 
Hinte for those employed on or near electrical equipment in 


factories, workshops, power stations, &c., based on H.M. 
Factory Inspectors’ Reports. Price 6d., post free. 


Special terms for large quantities as under : 
40 Copies £1 © O post free 


SUGGESTIONS FOR DEALING WITH 
APPARENT DEATH FROM 
ELECTRIC SHOCK 

should be in every Generating, Transforming and Motor 
House. Chromo Art Paper, 6d. each, post free 7d. 
Mounted on Linen, with Rollers, 28. each, post free 28. Sd. 


Mounted on Cardboard, 18. 6d. each, post free 28. 3d. 
Reproduced on Galvanised Iron, 48. each, post free 4. 8d. 


THE ELECTRIC TRAMCAR 
HANDBOOK. 


For Motormen, Inspectors and Depét Workers. By 
W. A. AGNEW. Eighth edition, 28., post free 2s. 2d. 


THE PRACTICE OF ELECTRICAL 
WIRING. 


By DONALD SMEATON MUNRO, M.LE.E. Third 
edition, revised and enlarged, fully illustrated. A well- 
known standard handbook on all matters relating to 
Electrical Wiring. Price 4/6, post free 5/-. 


THE ELECTRICAL REVIEW, 


4 LUDGATE HILL, LONDON, E.C.4. 
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METALS LTD, 


WITTON 
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Write for this new booklet “WIRE,” which 
gives an interesting survey of the activities of 
1.C.1. Metals Limited in the manufacture of wire, 
as well as useful technical data. 


1.C.1. METALS LIMITED 


(A subsidiary company of Imperial Chemical Industries Limited) 


KYNOCH WORKS, WITTON, BIRMINGHAM, 6 


COLONIAL and FOREIGN AGENTS for the 
‘ELECTRICAL REVIEW.”’ 


ApevaipEe: H. A. Goddard, Ltd. 

AUCKLAND, N.Z.: Gordon & Gotch, 
Albert Street; R. Hill & Son, 
Matlock House, 33/34, Quay Street ; 
Trade Publications Co., 302, N.Z 
Insurance Buildings, Queen Street, 
H. A. Goddard, Ltd. 

Hubert Hermanns, Burg- 
strasse 28, Bert, C.2; “ Kniga” 
Kurfurstestr. 79, W.62; Uberseever- 
lagsanstalt. G. m. b. H. Leipziger 
Strasse 101/102, W.8. Hirschwaldsche 
Buchhandlung, Un ter den Linden 
68.N. W.7; Julius Springer, Link- 
strasse 25.W.9. A. Asher & Co., 
17, Behrenstr. 

BLoEmronTEIN : Centra. News Agency, 
Ltd. 


Boston, Mass., U.S.A.:  F. W. Faxon 
Co., 83, Francis Street, Back Bay; 
Herman Goldberger 179, Lincoln 
Street; W. H. Guild & Cc., 120, 
Tremont Street. 

Brispane: Gordon & Gotch, Queen 
Street; H. A. Goddard, Ltd.; Geo. 
H. Barker, 32/34 Adelaide Street. 

Bruxettes: W. H. Smith & Son 
(Belgium), 78, Rue du Marche-Aux- 

lerbes. 

one. Town Central News Agency, 

td. 


Curistcuurcn, N.Z.: Gordon & Gotch, 
Manchester Street. 

Dunepin, N.Z.: Gordon & Gotch, 
Princes Street 

Durpan: Central News Agency, Ltd. 

Fremantie, W. A.: H. A. Goddard, 
Ltd. 

Goettincen (Germany): A. R. Pillai 
& Co. 


Hetsincrors (Fincanp): Akademiska 
Bokhandeln. 

Jonannessurc : Central News Agency, 
Ltd. 


Kotn-Hotweipe, Bergische Gross- 
buchhandlung, G.m.b.H. 
LAUNCESTON : Gordon & Gotch, 
Cimitiere Street ; H. A. Goddard, Ltd 
Lerpzic: Einkaufsstelle des Borsen- 
vereins der Deutschen Buchhandler. 
Gerichtsweg 26, Postfach 274/5. Lib. 
A. Twietmeyer Gellerstr. 14. 
Mapras: Higginbothams, Ltd. 
MELBOURNE: Tait Book Co., 39, Queen 
Street ; Gordon & Gotch, Queen Street; 
Australasian Electrical Times,”’ 312, 
Flinders Street; Commonwealth 


Magazine Agency, 294, Little Collins 
Street; Jervis Manton, Nicholas 
Building, 37, Swanston Street; H. 
A. Goddard, Ltd. 


Z. | Mican: Libraria Internazionale- 


Treves. 

Moscow: Mezhdunarodnaya Kniga 
Kuznetskij-Most. 18. 

Nancy: Librarie Berger Levrault 
18, Rue des Glacis. 

NAPLES : Libreria Internazionale- 
Treves Via Guglielmo Sanfelice 
49-55. 

New York: International News Co., 
131, Varick Street. 

Paris: Ricour, Chevillet et Cie, 22, 
Rue de la Banque; H. Le Soudier 
174/176, Boulevard St. Germain; 
M. Dannatt, 198, Rue St. Jacques, 
5e, Librarie Flammarion, 4, Rue 
Rotrou, 6e ; Soc. R. Lim. Dunod, 92, 
Rue Bonaparte, 6e ; Lib: Gauthier 
Villars et Cie, 55, Quai des Grandes- 
Augustines, 6c. 

Pertu, W.A.: Gordon & Gotch, 
William Street. 

Port Central News 
Agency, Ltd. 

Pracue (Czechoslovakia): Fr. Rivnac 
Librarie Na Prikope 24; F. Topic 
Orbis Publishing Co., Fochora 
62, xii. 

Rome: Ditta P. Maglioni & C. Strini, 
88, Via Due Macelli. 

Santiaco (Chile): Alex. R. Walker 
Casilla 286, Abumada 357. 

Sypney: Tait Book Co., 273, George 
Street; Gordon & Gotch, Pitt St., 
Commonwealth Magazine ncy, 
183, Pitt Street; H. A. dard, 
Ltd., 255a, George Street. 

STOCKHOLM : Allmanna Tidnings- 
kontoret, Gustav Adolfs Torg ; C. E. 
Fritze, Fredsgatan, 2. 

Toxyo: Maruzen Co., Ltd., 6, 
Nibonbashi - Tori - Nichome. Barth 
Shokai, Marunouchi Building, 
Kojimachiku ; Sanseido Shoten, 
I. Torijimbocho, Kanda. 

Toronto, Ont.: Wm. Dawson & Sons, 
Ltd., Manning Chambers; Gordon 
and Gotch, 132, Bay Street. 

Turin : S, Lattes & Co., 3, Via Garibaldi 

We unctox, N.Z.: Gordon & Gotch, 
Cuba Street. 

Zuricu: E. Raschr & Cie 


Rathausquai 20. 
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JUBILEE! 


1886 1882 


50 Years’ 


the design and manufacture 
of Electrical Accessories. 


experience in 


The illustrations shown herewith 
represent an assortment of Electric 
Lighting Accessories as made by us 
in the ‘‘ Eighties,’’ before slate and 
porcelain were employed for insula- 
tion purposes, and when the chief 
material used was hard wood. 


It is interesting to note that the 
voltage of supply was then only 
50-100 volts. 


A. P LUNDBERGS8SQNS 


TRADE MARK 


ESTABLISHED NORTH LUNOBERC. LONDON. 
IN 1882, 489 LIVERPOOL R® HOLLOWAY, LONDON. N.Z 


(1884) Two-Pin Plug and Socket with Multi» 
Contact Split Socket-Tubes. In Nos. 1, 
6 and 8 the gauge of the single-split contact pins 
is the same as that now known as the 5 amp. B.S 
Gauge. The similarity in shape to the modern 
‘* Handshield ’’ plug is very noticeable. 


(1889 Two-Way Switch fitted with fuse 
terminals. Indeoendent Quick Make 
and Break Movement utilising a _ spiral-spring 
control. The Q0.M.B. Movement and Two-Way 
Type of switch here introduced have since become 
universally popular. 


1883) A totally enclosed Single- Way Switch 
in a hard wood case. 


1883) Single-Way Switch with Positive Quick 
Break Movement and fuse terminals. 
This was the first switch to employ a Spiral spring 
which passed over a ‘‘dead centre.’’ 


(1882 Single-Way Switch. This is one of the 

earliest types of fixed switches. Pro- 
vided with rubbing spring contacts and grooves in 
base for wire entries. 


1886) Turn-Type Switch-Plug with Double- 
Pole Quick Break Switch Movement 
and Two-Pin Plug. This is one of the first switch 
plugs ever made. The switch was actuated by a 
right-angle movement of the plug in its socket, 
a method still in use to-day. 


1882) Single-Way Switch with fuse terminals. 
Here a roller contact controlled by flat 
spring-contact strips provides definite snap action. 


standard in appearance which is very 


(1884 This Two-Pin Plug and Socket has set a 
little different from modern patterns. 


LUNDBERG ELECTRICAL ACCESSORIES ARE 


100% BRITISH 


= 
{ 
® 
f — 
1889 1883 1882 
1884 
5 
. > 
¥ 
j 
») 
» 
5 
>) 
5) 
| 
>) 
‘4 


932 


th Multi= 
n Nos, 1, 
itact pins 
amp. B.S 


al-spring 
"wo-Way 
e become 


y Switch 


ye Quick 
irminals. 
al spring 


‘ooves in 


Double- 
ovement 
st switch 
ted by a 
socket, 


rminals. 
d by flat 
action. 


has seta 
) is very 


OX 


ON ON ENON OVO) CONG 


DDD IDI I ISD 


TISH 


December 30, 1932 


THE ELECTRICAL REVIEW SUPPLEMENT 21 


The Holophane Company have pleasure 
in announcing their new 36-page Prismatic 
Glass List. It is essential that all should 
have a copy of this in their possession, as 
it not only incorporates new designs, but 
also shows considerable alterations in prices. 
If you have not yet received your list, please 
apply immediately. 


N 


JUST PUBLISHED 


Two important New Booklets which we have 
every confidence will prove of great help to you. 


Introducing a new series of coloured light- 
ing fittings of modern design, embodying the 
well known Holophane Scientific principle. 
These are admirably suitable for Drawing 
Rooms, Restaurants, Ball Rooms, Theatres, 
Cinemas, and indeed all buildings where deli- 
cate artistry is of primary importance. Stand- 
ard colours are Amber, Rose Pink, and Ivory. 


The necessity of consulting Experts when preparing lighting schemes 
is fully recognised by all responsible for the illumination. The result 
of these consultations is a highly efficient and effective installation. 
Holophane, the pioneers of scientific illumination for over 40 years 
offer you their specialised services. Our resident Engineer in your dis- 
trict will be pleased to submit a specification entirely without obligation. 


HOLOPHANE 


4, ELVERTON STREET, VINCENT SQUARE, LONDON, S.W.1 


Telegrams—* Holophane, Sowest, London.” Telephone—Victoria 8062 (3 lines) 
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OFFICIAL NOTICES. 


Advertisements are inserted under this heading at 14s. per inch. 


CITY AND ROYAL BURGH OF DUNDEE. 


Electricity Department. 


any Corporation invites tenders for the supply of :— 


E.H.T. three-core, L.T. four-core, and single lead-sheathed 
Cable, all to latest B.S.I. Specification, for working 
pressures up to 6,600 and 660 volts respectively. 


Specifications, quantities, etc., may be obtained on applica- 
tion to the undersigned. 


Tenders (sealed in envelopes provided) to be lodged with 
the Town Clerk, City Chambers, Dundee, not later than by 
Wednesday, llth January, 1933. 


The Corporation does not bind itself to accept the lowest or 
any tender. 


D. H. BISHOP, B.Sc., M.I.E.E., 
General Manager and Engineer. 
Electricity Department, 
Dudhope Crescent Road, 
Dundee. 
24th December, 1932. 1723 


EDUCATIONAL NOTICES. 


Advertisements are inserted under this heading at 14s. per inch. 


THE ELECTRICAL REVIEW SUPPLEMENT 


INTERNATIONAL CORRESPONDENCE 
SCHOOLS. 


School of Electrical Engineering. 


io Institution—the largest in the world devoted to spare- 
time training—has complete Courses of Instruction to 
cover the 


Graduateship Examination, I.E.E. 
and the 
G.P.O. Probationary Assistant Engineer (Limited), 
the Probationary Inspector (Engineer-in-Chief Dept.), 
and the Asst. Superintendent of Traffic Examinations. 


Other Oourses meet the requirements of all who desire a 
thoroughly practical and profitable technical education, and 
all who wish to qualify for positions in the Design Office, 
Test Room or Drawing Office, or as Chief Engineers, Assistant 
Engineers, Shift Engineers, or Switchboard Attendants in 
Electric Power, Light and Traction Stations. Equally suc- 
cessful is our instruction for Telegraph and Telephone 
Engineers, Telegraphists, and Telephonists. 

All instruction is by correspondence from text-books specially 
prepared by many experts for tuition by post. 


Special ‘* Electrical Engineering ’’ prospectus (80 pages) post 


free from 


INTERNATIONAL CORRESPONDENCE SCHOOLS, LTD., 
Dept. 55, International Buildings, Kingsway, London, ele 


A.M.Inst.C.E. Exam., May, 1932. 
FIRST PLACE 
Gained by T.1I.G.B. Student. 


Read his letter which speaks for itself :— 


‘* You will be pleased to hear that, at the recent examina- 
tions of The Institution of Civil Engineers, I obtained highest 
place in the Associate Membership Examination, Sections A 
and B, and have been awarded the ‘ Bayliss Prize” of £15. 
I am, ‘of course, extremely gratified by this result and hasten 
to thank you for your valuable help and guidance during my 
studies for this examination. I hope that my success will be 
crowned by receiving Associate Membership of your Institu- 
tion, which has been of real service to me.”’ 

F.G.T. (Studentship No. 17472). 


The services of over 70 specialists, many of whom are recog- 
nised authorities in their respective spheres, have been 
utilised in the compilation of The T.I.G.B.’s Correspondence 
Courses. Write to-day for ‘‘ The Engineer’s Guide to Suc- 
cess ’’—140 pages—containing the widest selection of engineer- 
ing courses in the world. The T.I.G.B. guarantees training 
until successful. 


THE TECHNOLOGICAL INSTITUTE OF GREAT BRITAIN, 

35, Temple Bar House, London, E.C.4. 
(Founded 1917. 18,000 Successes). 
1 
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WHICH OF THESE IS YOUR PET SUBJECT? 


Alternating’ Current Eng. 
Power House Design 


Electrical Installations 
Electric Traction 


Mains Engineering Telegraphy 
Telephony Measuring Instruments 
Electrical Design Wireless 


Television 
General Electrical Eng. 
Electricity Supply 


Our Home Study Courses covering the above branches of 
Electrical Engineering are thoroughly comprehensive, moder- 
ately priced, and above all else—up-to-date. 


Automobile Electricity 
Talking-Picture Technology 
Electrical Technology 


May we send you full particulars of our unique tutorial 
organisation? | Whatever your requirements, whether you 
desire a complete course of instruction, or tuition in some 
specialised subject only, our organisation is so planned that 
it dovetails into your needs exactly. 


If an Examination, leading to an advanced status, is your 
aim, then most definitely we state that nowhere else your 
needs be so well served. Proof? 


In the Grad. I.E.E. Examination held in May, 1982, 18 
candidates sat who had taken our course. Of these, every one 
passed successfully. 


We believe that this record of 18 successes out of 18 official 
candidates has never before been accomplished and sets yet 
another landmark in the progress of Correspondence Training. 


As an indication of the strength of the B.I.E.T. 
tutorial organisation it should be noted that we 
alone guarantee to return full fees to any student 
who does not pass his Examination successfully. 


Further proof of the helpfulness of our organisation, both 
from the tutorial and employment standpoints, will be found 
in abundance in the new edition of our General Prospectus, 
“ENGINEERING OPPORTUNITIES.” This is not merely 
a pamphlet, but a 250-page book of unique reference, outlining 
(among gy other things) all recognised technical Examina- 
tions (B.Sc., IE.E., &c.), and details of over 100 courses in all 
branches of Engineering Technology. 


May we send you a copy—FREE and, of course, without 
obligation? * We promise you that it is well worth havi ing. 


BRITISH INSTITUTE OF ENGINEERING 


TECHNOLOGY, 
12, Shakespeare House, 29-31, Oxford Street, 
London, W.1. 9847 


&| More profitable 
5 business during the 


NEW 
YEAR 


ACCESSORIES, 
CONDUIT, CABLES, 
FLEXIBLES, 
BELL IALS, 


MPS. 
CHARGING and 
LIGHTING PLANT, 
FANS, MOTORS, 


y i SWITCH and FUSE GEAR, 
FIRES and DOMESTIC 
APPLIANCES. 


EVERYTHING ELECTRICAL 
Comprehensive Stocks carried at Head 


Warehouses and Branches. 


SPECIAL QUOTATIONS 


for large contracts — housing and 
assisted wiring schemes. 


OUR NEW SHOWROOMS 
ARE AT YOUR SERVICE 


BrownBrothezs 


THOMSON a= BROWN B WN BROTHERS Lro 
BROWN BROTHERS Lio 


(Wholesale only). 
Head Office and Warehouses: 
GREAT EASTERN STREET, LONDON, E.C.2. 
126, George Street, EDINBURGH, 2, and Branches. 
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PO 
CIRCUIT 


NALDER BR 


Telephone :—Clissold 2365 (3 lines). 


J 

Fitted with Loose Handle 
and Magnetic Blow-out. 

Open or Enclosed Types. 

Single Pole, Double Pole, 

Triple Pole. 
OVERLOAD, UNDERLOAD, REVERSE, 
LOW VOLT or supplied in combination. 
Also made in “‘BIJOU"’ for currents “BIyou” 
EAKER 
up to 25 Amperes. Size x 4". 
/ Entirely BRITISH MADE. Also for the PROTESTION of 


OS. & THOMPSON LITD., 


97, DALSTON LANE, LONDON, E8. 


Telegrams :—Occlude, Kinland, London, 


<i 
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Troubles Que 
By using Spicers’ SISTOFLEX” 


My 


picers, 


19,New Bridge St, 
London, E-C.4. 

99. 


KANDEN 


FOR INSTALLATIONS 
OF OUTSTANDING 
MERIT. 


An example of Kandem Floodlighting. 


Lighting Fittings for all commercial and industrial purposes. 
Arc Lamps for all purposes. 
Lighting Equipment for Film and Photographic Studios. 
CONSULT THE KANDEM LIGHTING SERVICE DEPT. 
FOR ADVICE AND ESTIMATES. 


Also:—Motors, Generators, Rotary Convertors, Transformers, 
Cables, etc. 


KANDEM ELECTRICAL LTD. 


(Late KORTING & MATHIESEN ELECTRICAL Ltd.) 
Head Office: 
711 & 715, FULHAM ROAD, LONDON, S.W.6. 


Works: KANDEM WORKS, Parson’s Green, S.W.6. 


' STELEPHONE: TELEGRAMS: 
FULHAM 2387 & 2388. ‘‘ KORTMATH, WALGREEN, LONDON.”’ 
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THE PATENT EMERGENCY 
LIGHTING SYSTEM BY Exide 


An essential safeguard for HOSPITALS, CINEMAS, SHIPS, 
FACTORIES, BUSINESS AND PUBLIC BUILDINGS. 


Patent No. 313248 


Send for Publication No. 100 A to the PATENTEES: 


THE CHLORIDE ELECTRICAL STORAGE COMPANY, LIMITED, 
Exide Works, Clifton Junction, near Manchester. London Office: 137 Victoria St., S.W.1. Ch, 219 
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This photograph of the Leeds and Liverpool 
Canal bank at Bootle shows the temporary 
pile driving towers preparing foundations 
for the steel gantries to carry the B.!. high 
tension cables which are linking the 
Clarence Dock Power Station, Liverpool, 
with the National Grid by double circuit 
132 kV. overhead transmission lines, in 
connection with the North West England 
and North Wales Electricity scheme. 
This preliminary foundation and pile driving 
work has been carried out by the Norwest 
Construction Co., Ltd., of Litherland, for 
Messrs. British Insulated Cables Ltd., of 
Prescot, who are the main contractors, 
supplying B.I. Cables and Electrical equip- 
ment for the entire scheme. 
BRITISH INSULATED CABLES LTD. 
Cable Makers & Electrical Engineers 


PRESCOT, LANCS. 
Telephone No. PRESCOT 6571. 


LONDON OFFICE: SURREY HOUSE, EMBANKMENT, W.C.2. 
TELEPHONE No. TEMPLE BAR, 4793, 4, 5, & 6. 
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TD., : > 
WILLIAM GEIPEL, WEMBLEY, M'SEX. Codes and Bendey’. 


McCLURE & WHITFIELD | | wor, 


MERSEY DYNAMO WORKS 


Manuf PLACE 
Telephone: ENLAND 
653 STOCKPORT. STOCKPORT DEN. 
Telegrams : LOND 


MOTORS, STOCKPORT. 


1 Uy 
CURRENT 


DIRECT 
MOTORS 


“MERSEY’ 


Maconite Gables. 
yr Made in Obtainable from 
3sizes Wholesalers or direct 


WALTER BALMFORD, iss 
Eléetrictouse, Steelhouse tane, B'ham. 


For GENERATORS Complete BRITTAIN’S ELECTRIC MOTOR CO, 
Cranes, Plants for (Formerly LANGDON-DAVIES Electric Motor Co.) 
cea faaeies, Country House 40 Years’ Experience of A.C. Motor Manufacture. 

Cinemas, Head Office and Works: DERMODY ROAD, LEWISHAM, S.E.13. 
Machine Toois, Battery otc. "Phone: Lee Green pe & 4912, Telegrams: Damaphon Lewis, London.” 
Agents for Londen ond the South :— _ MANUFACTURERS OF A.C. MOTORS AND GENERATORS. 


(©) FoR URGENT REWINDS 
EMERALD STREET, W.C.1. AND GENERAL MOTOR & DYNAMO REPAIRS. 


"Phone: Holborn 9722. Telegrams : DYNAMO, HOLB, LONDON. 
= CREWE, ALLEN & CO., AG. & D.C. 
23, Chapel St., Cripplegate, LONDON, E.C.2. ‘Telep.: Metropolitan 3947. 


A.C. D.C. 
If you are interested in the charging of a 
large number of Wireless Batteries and a few 
Car Batteries at the same time, at low cost, 
write for fuller details to :-— 
E.Cc. 


LESLIE DIXON & CO., 218, Upper Thames St., 


INIGO JONES & CO, 
HARRI: CAMDEN S? "Fader Slate Works, 

; ‘ FOR ELECTRICAL TRADES Manufacturers of every description of 


SLATE WORK FOR ELECTRICAL ENGINEERS. 
Slate Makers, Turners and Bnamellers. 


Armature, Dynamo and Transformer 
Stampings, Plain and Slotted—tocus- 
tomers’ drawings. Electrical Sheets, 
Swedish Iron Wire, Rods and Bars, 
black and bright drawn. Core Wire. 


TURNER BROS., 134, Upper Thames St., E.C. 


Telegrams: “‘ Sheetiron, London.” *Phone: Mansion House 9355 


Instrument Co., Ltd. 


90 & 92, Rosoman Street, 
ROSEBERY AVENUE, LONDON, E.C. 


RAW SLAB, KNIFE TRIMMED, SPLITTINGS, 
CUT EXACT, GAUGE 


MICA 


L. VANDERVELDE, 


35, MINORIES, LONDON, E.C.3. 


Telegrams : Splittings, Ald, London. Telephone : Royal 1261. 


Wire: Phone : 
Voltograph, London. Clerkenwell 6399 


Overhead Lines and Cable Networks 
E.H.T. Specialities L.T. 


TRANSMISSION LINES & CABLES CONSTRUCTION CO. 


Lendon Office: 108, CANNON STREET, LONDON, E.C.4. Head Office: NATIONAL PROVINCIAL BLDGS., KEIGHLEY. 
*Phone and ’Grams: Mansion House, 9014. *Phone and ’Grams: Keighley, 2036. 
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TUBULAR 
LAMPS 


FOR MODERN 
DECORATIVE 
LIGHTING 


STANDARD 
"SILVALUX" 


OPAL 


FOR GENERAL 
LIGHTING 


"VARYALITE’ 


FOR NURSERIES 
HOSPITALS, ETC. 


THERE IS A 


LAMP 
for every lighting 
requirement 


MADE IN ENGLAND 


Odw&t¢ SIEMENS ELECTRIC LAMPS AND SUPPLIES LIMITED.38/39,Upper Thames Street, London, E:C-4- 
Branches at-Belfast. Birmingham, Bristol, Cardiff. Dublin. Glasgow, Leeds. Liverpool, Manchester, Newcastle-on Tyne, Nottingham, Sheffield, Southampton 
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